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Large Iron Railway Bridge for India. 

There is in course of construction in Manchester, 
England, an iron railway and carriage-way bridge 
combined, of whose character and dimensions 
probably very few of the inhabitants bave any 
conception. Messrs. Ormerod, Grierson & Co., of 
the St. George’s Ironworks, Hulme, have just 
completed the first of a series of 12 spans, which 
are to constitute an iron lattice bridge over the 
river Jumna, near Delhi. The bridge is for the 
East India Railway Company, and is from designs 
by Mr. A. M. Rendel, C. E. London. It is so con- 
structed as to answer the double purpose of a 
railway and an ordinary road, the railway being 
along the top and the roadway beneath it. Each 
girder is 216 ft. long, and this gives a clear span 
of 205 ft. between the piers, of which there will 
be 11. The 12 spans will, therefore, form a struc- 
ture having a total length of over half a mile. 
The first span has been completely riveted up in 
the works, and leaded with nearly 450 tons of 
pig-iron, The deflections were carefully noted, 
but the details would not be of general interest, 
and it may be sufficient to state that the result of 
the test was even more favorable than was antici- 
pated. The iron has been supplied by the Shelton 
Bar Iron Company, near Stoke, and was required 
to bear a tensile strain of 21 tons to the inch of 
section, The breaking strain is estimated at from 
2,500 to 3,000 tons, equally distributed, which 


it will be subjected. The bridge, notwithstanding 
its great length, has a light and airy appearance, 





Eaton and Hamilton Railroad. 
We are indebted to E. W. McGouirz, Esq., 
Treasurer, for the following statement of the reve- 
nue and current expenses of the Eaton & Hamilton 


3} railroad for the years ending December 31, 1859, 


1860 and 1861: 
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The Eaton and Hamilton Railroad Company 
was chartered in Ohio on the 8th of February, 
1847, to construct a railroad from Hamilton, Ohio, 
to the State line of Indiana; and the Richmond 
and Miami railroad company was chartered in In- 
diana about the same time, to construct a railroad 
from Richmond, Ind., to connect therewith. These 
roads were built by the companies separately— 
that portion between Hamilton Junction and Eaton 
having been completed and opened for business 
on the Ist of July, 1852, and the remainder to the 





leaves ample margin beyond any weight to which 





State line and Richmond on the Ist of May, 1853, 


On the 1st of December following the two com- 
panies were consolidated. The company has an 
agreement with the Cincinnati, Hamilton and 
Dayton railroad company for the use of its road 
between the Junction and Hamilton, for which it 
pays $10,000 a year. Its cars are also drawn over 
that road between Cincinnati and Hamilton by 
the engines of the same company. 


No regular.annual reports of the operations of 
this road have been issued since December 31, 
1858, hence we are unable to give the “Abstract 
of Balance Sheet” to a later date than January 1, 
1859. It is not probable however that any mate- 
rial change has since taken place in its financial 
condition, The capital stock authorized was 
$600,000 ; of which $469,763 had been paid in. 
Funded debt, $683,734—classified as follows : 


Sterling 7 per cent. bonds, $130,734—issued in 
1851 and payable principal in 20 years and inter- 
est semi-annually in London, Amount issued 
$157,464. 

Ist Mortgage (E. & H. R. R. Co.) 6 per cent. 
bonds, $150,000—issued to the city of Cincinnati 
in exchange for a like amount of city bonds, Ist 
January, 1851, and payable principal in 30 years 
and interest semi-annually Ist January and Ist 
July in Cincinnati. 

Ist, Mortgage (R. & M. R. R. Co.) 7 per cent. 
bonds, $60,000—issued 1st November, 1852, and 
payable principal in 10 years and interest semi- 
annually 1st May and 1st November in Cincinnati. 

2d Mortgage (E, & H.R. R. Co.) 7 per cent. 
bonds, $300,000—issued 1st January, 1852, and 
payable, principal in 10 years and interest semi- 
annually 1st January and Ist July in Cincinnati. 

3d Mortgage (R. & M. R. R. Co.) 7 per cent: 
bonds, $3,000—issued 1st January, 1854, and pay- 
able, principal in 10 years and interest semi-annn- 
ally Ist January and Ist July in Cincinnati, 
Amount provided $40,000, 

3d Mortgage real estate (E. & H. R. R. Co.) 8 
per cent. bonds, $40,000—issued 1st December, 
1853, and payable, principal in 20 years and inter- 
est semi-annually lst June and 1st December in 
Cincinnati. Amount provided $150,000. 

The road is 42.50 miles in length, extending 
from Richmond to Hamilton Junction. Cost of 





road and appurtenances, $1,217,859, 
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ABSTRACT OF BALANCE SHEET, Ist January, 
1854-1859. 
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The Don Pedro II Railway is open for 38 miles 
from Rio de Janeiro to Belem, and 220 miles are 
in course of constrnetion. 

On 88 miles of the San Pablo line £314,000 had 
been expended up to the date of the last report. 

Cuite.—lIn Chile, the Copiapo Railway extends 
from Caldera on the Pacific coast 74 miles inland, 
via Copiapo to Pabellon, whence the Copiapo Ex- 
tension Railway, 26 miles long, extends to the 
Chanarcillo silver mines. This road has an alti- 
tude of 4,500 above the sea level, and a grade of 
268 feet to the mile for several miles; some of the 
curves have a radius of 500 feet. A branch of 
5314 miles is in course of construction by the 
Copiapo Extension Railway Company. A line 
from Coquimbo was recently opened as far as 
Serenas, and is in course of extension about thirty 
miles interior to the copper mines, 

From Valparaiso a line of railway has been 
opened for nearly one half the distance of 110 
miles to Santiago, the capital of the Republic. 
Another line is in progress from Santiago south- 
ward to Talea, a distance of 162 miles, upwards 
of 60 miles being open. 

Perv.—Thbree lines are open in Peru—the 
Arica and Tacna, 2844 miles long, one of 834 
miles from Callao to Lima, and one from Chorillas 
to Lima.— Panama Siar. 

Racine and Mississippi Railroad. 

The third year of the operations of this road by 
the trustees for the first mortgage bondholders 
expired May 10th, 1862. We have been favored 
with a copy of the report of the General Manager, 
Superintendent and Secretary, giving a detailed 
account of the operations of the road during that 
year, The earnings and exponses of the road 
during the past, in comparison with those of the 
preceding year, have been as follows: 

Earnings : 1861. 
From freight . .... .... $165,738 


1862. 
26 $187,910 31 
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EARNINGS, EXPENSES, ETC,, 


Gross 
Earn- 
ings. 


3. $85,172 


1855. 
1856. 
1857. 
1858. 
1859. 


1860 
1861 


. 125,152 
171,929 
174,654 
141,089 
151,866 
138,350 
. 152,329 
. 128,170 


Operat- 
ing Ex- 
penses, 
$38,672 
60,602 
92,581 
112,996 
90,928 
107,251 
120,966 
108,463 
94,758 


9 y. 1,268,711 


$827,017 
91,891 





Net 
Earn- 
ings. 
$46,500 
64,550 
79,748 
61,658 
50,161 
44,615 
17,884 
43,866 
33,412 


¢9'%9 


160‘L 
$7062 


T 


YEARLY. 


Divi- 
dend. 





$441,694 
49,077 


CPL toL'i$ 
"6981 


oPer ct. 


co * 


13 
1.4 


passengers ...4. 
“MORNE, G66. cocces 


Expenses : 
Repairs of road...... 
™ equipment . 
% Cals wee. 
ce 
Fuel . 
Oil and waste 
Damages to persons... 
Station service........ 
Train bands.......... 
Taxes ..ccee soe 
All other expenses.... 


49,087 
6,024 


53 
25 


51,477 
6,426 


37 
11 





bridges, etc. 


. $21,429 


11,166 
12,403 
2,805 
18,343 
3,261 
12,889 
20,474 
24,665 
4,144 


20,127 


$220,850 04 


02 
88 
70 
78 
16 
11 
62 
83 
68 
22 


48 


$245,813 


$25,029 
17,325 
16,591 
7,318 
25,197 
3,359 
684 
20,467 
25,818 
5,278 
30,107 


79 


62 
49 
21 
36 
25 
39 
93 
86 
92 
09 
67 





$152,411 48 


$177,173 


79 





Aver. 140,968 


Railroads of South America and the West 
Indies. 

In Mexico a short line is open from the City of 
Mexico towards Vera Cruz. 

West Inpizes.—In Cuba upwards of 500 miles 
of railway are open and in use, the average cost 
of which may be taken at £10,000 per mile, equal 
to, in all, £5,500,000. 

New Granapa.—The Panama Railway across 
the Isthumus of Panama (Darien) is 4914 miles 
long, and cost £1,600,000, or say, £32,000 per 
mile, The net receipts have averaged about 
£400,000 or 25 per cent, on the cost, 

VENEZUELA.—Two or three lines have been 
commenced—one from Puerto Cabello to San 
Felipe, a distance of 53 miles, and another run- 
ning from Laguayra toward Caraccas, 

Brazit.—In Brazil 27 miles of the Bahia line 
are open, and up to the 30th June last, £1,236,405 
had been expended on the whole line, open and in 
progress, 

There are also open 361¢ miles of the Pernam- 
buco line, the cost of which thus far has been 
£1,409,000, 





Net receipts.......... $68,438 56 $68,640 00 
The Northern Lilinois railroad was opened to 
Lanark, 20 miles west of Freeport, Oct. 1, 1861, 
and has been operated since that date, by the 
trustees of the Racine and Mississippi railroad. 
In comparing the results of the past year’s busi- 
ness with that of the previous year, the net earn- 
ings of the N. I. R. R., amounting to $10,490 31, 
must be passed to the credit side of operating 
account. The debit side of the account shows 
the total expenses of operating both roads, with 
the exception of the track repairs of the N. I 
R. R., which are paid by the laiter company. The 
statement of earnings will then stand thus: 


Gross earnings as above .... .... «... $245,813 79 
Northern Illinois railroad net receipts 10,490 31 


$256,304 10 
Operating expenses .....$177,173 79 
N.1. R. BR, track repairs. 3,331 06 


180,504 85 
Total net receipts 1... ..0. sees sees 06 $70,799 25 


The following will show the result of the three 
years’ management by the trustees, treating the 
N. I. R. R. as part of the R. & M. RB. R., since 
Oct. 1, 1861 : 

1860. 1861. 1862. 


Receipts .. $166,916 03 $220,850 04 $256,304 10 
Expenses.. 131,790 14 152,411 48 180,504 985 





$35,125 89 $68,438 56 $75,799 25 
Operating to 
gross rec’pis.78.9 per ct. 69.0 per ct. 70.4 per ct, 


The business to and from stations on the North- 
erp Lilinois railroad for the 7 months and 10 days 
of the fiscal year, amounted to $34,312 95. The 
per centage of business originated by the N. I, 
R. R. amounted to $24,156 31, which leaves a 
surplus of $10,156 64. The amount allowed the 
N.I. R. R. was $10,490 31, The amount paid 
by that company for road repairs was $3,331 06, 
leaving net to the N. I. R. R., $7,159 25, which 
deducted from the surplus of business derived 
from the N. I. R. R., leaves a balance in favor of 
the R, & M. R.R., of $2,997 39. The report says: 


The business of the past year shows an increase 
ever the previous year, although it was greatly re- 
duced by the unremitting competition and oppo- 
sition of the Illinois Central and Galena & Chi, 
Railroads. Fortunately the competition is now at 
an end, and satisfactory relations are established 
with the Illinois Central Railroad Co. by which 
your road is allowed the same privileges for the 
interchange of business as are allowed to the 
Galena Co. An arrangement has also been made 
with the Galena Company for the maintainance of 
a tariff on fair and remunerative rates. Since 
these arrangements took effect, on the 15th May, 
the business has been working very satisfactorily 
for your road, A large amount of produce from 
the Mississippi, at Dunleith, the terminus of the 
Illinois Central Railroad, has been carried over 
your road to Chicago, Racine and Milwaukee, 
With this business there has been a greater de- 
mand for rolling stock than could be supplied by 
the trustees ; but the. business has been materially 
assisted by the Illinois Central and Chicago and 
North Western Companies having, by agreement, 
provided their proportion of cars for the extent 
of mileage in which they are respectively in- 
terested. 

The local business of the road in the winter was 
light ; but the business derived from the 20 miles 
of the Northern Illinois Railroad, which was open- 
ed on the Ist of October, more than made up for 
what might have been expected from the Illinois 
Central, had the running arrangements of the pre- 
vious year been in operation. The Northern Iili- 
nois Railroad will be completed to the river so as 
to be opened to the public on 1st September. The 
grading is nearly completed ; the material for the 
track is on hand, and is now being laid down; in 
the course of ten days the track will be laid to 
Mount Carroll, and from there it will be continued 
to Savanna ten miles further, at the rate of three- 
quarters of a mile a day, so that engines may run 
through to the river by the first week in August. 
The month of August will be taken for finishing 
up and completing grading necessary to be done 
in the town of Savanna, which could not well be 
accomplished if interrupted by business, 

On the opening of the Northern [illinois Rail- 
road on lst October, a working arrangement was 
entered into for one year, by which the entire con- 
trol of the road was secured, so that it could be 
operated as freely as if it was in fact an extension 
of your road. Fifty per cent. of the gross earn- 
ings were allowed to the company, calculating the 
whole receipts from Lanark (the western terminus 
of the road) to Racine, and allowing the company 
its proportion of 20 miles, the company undertak- 
ing to maintain its own road bed in good running 
order. It will be necessary to enter into a new 
arrangement with the company on completion of 





its road to the river, 
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With the opening of the Northern Illinois to 
Savanna, your road will be placed in the position 
of having two friendly connections with the Miss- 
issippi River, by the Illinois Central at Dunieith, 
and the Northern Illinois at Savanna. The ad- 
vantages of the other connections of your road 
will be fully demonstrated in the coming year 
when a greater field to draw business from will be 
opened to it, The fact that you can offer at two 
ports on the Mississippi the shortest route to the 
three Lake ports, Chicago, Racine and Milwaukee, 
and the shippers may choose ther market and 
send their business as they may think most ad- 
vantageous, cannot fail to draw to your road a 
large amount of the business of the Mississippi 
River, from North and South as well as from the 
country on the west side of the river, which is 
one of the richest and most cultivated counties of 
Iowa. It appears to your Manager, that the pros- 
pect of business is only limited by the powers at 
command for operating it. The rolling stock will 
not be sufficient at first, but it has been increased 
and will be added to gradually to keep up with 
the demand, as far as may appear prudent. It 
is hardly known yet, but will soon be appreciated 
after the road is in operation to Savanna, that the 
distance to the Mississippi River by your road 
trom Milwaukee is 27 miles shorter than the Mil- 
waukee and Prairie du Chien road, and 35 miles 
shorter than by the La Crosse road. The distance 
from lake to river at Racine is 23 miles less, mak- 
ing a route 50 miles shorter than the Prairie du 
Chien, and 58 miles shorter than the La Crosse. 

Another favorable result has already been at- 
tained by the extension of the Northern Illinois 
Railroad ; at the letting of the mail contracts for 
the next four years, from July Ist, the contract has 
been granted for the through route from Racine to 
Savanna and the classification of your road as a 
mail route has been raised. 

The number of cars added to the road was es- 
sential, and still their is a deficiency. Two new 
freight locomotives have been ordered, to be de- 
livered in the month of October. The order has 
been given to the Rogers Locomotive Works, upon 
a carefully made up specification for two coal 
burners, At the relative prices of coal and wood, 
the former is undoubtedly the most economical 
fuel for use on your road; and the difference in 
its favor will increase from year to year, as there 
is little likelihood of coal increasing much in price 
without wood advancing in greater proportion. 

The increase of work in repairs of locomotives 
has recently become difficult to accomplish, from 
the imperfect accommodations for the purpose, 
which have been the cause of increased cost upon 
all work done, and it became necessary to provide 
better arrangements, The most feasible plan of 
providing what was needed, appeared to be to 
complete the original design of a workshop of 
brick upon a stone foundation, which had been 
put in by the company and left unfinished. The 
building is now erected, making a workshop of 
ample dimensions for all the work the road can 
require for two years to come, most conveniently 
placed, connecting the Engine House with the 
blacksmith shop, and having an independent track 
for engines to enter it. The cost of the building 
is $2,500, and that amount will be more than 
saved in repairs in one year from the convenien- 
cies provided. 

The risk of fire has been the subject of anxious 
consideration with reference particularly to the 
engine house, workshops, and material and roll- 
ing stock accumulated about the buildings. Your 
Manager considered the risk too great to run at 
one point, and opened a policy for the sum of $20,- 
000 as a partial insurance on the property, and as 
a further protection purchased a fire engine to be 
worked by the operatives of the road. In regard 
to the scattered risks on the line of road, your 
Manager deems it the most economical arrange- 
ment to let them be held uninsured, as the pre- 
mium of insurance on all would be more than 
Sufficient to replace such property as it is pro- 
bable might be destroyed by fire from time to 
time. There has as yet been no destruction by 
fire upon the road, beyond a small amount of fen- 


cing burnt up during the dry season in summer, 
when the grass is frequently on fire, and an oc- 
casional slight damage to the bridge. The bridges 
are all carefully watched and are provided with 
water to be at hand in case of sparks igniting. 
The currency difficulties alluded to in last year’s 
report, are now at an end, but continued for some 
time during the last year. Exchange on New 
York was for months as high as 10 per cent., 
causing the item of Exchange to amount to $2,- 
188 60 on the debit side, as against $362 85 on 
the credit side in the previous year. The bank 
issues of Wisconsin and Illinois are now of very 
limited amount and pass current at par with East- 
ern Bank bills and Tieasury notes, and exchange 
is at par. The Treasury notes, if kept within 
Ilmits of what is required for the business of the 
country, will be a great boon to the west, by af- 
fording a safe circulating medium, current all over 
tbe couvtry. This money will not only be service- 
able as affording safety in the daily transaction of 
business, but by the facilities it provides for busi- 
ness, will tend to develope the resources of the 
country, and add largely to the volume of busi- 
ness, 

The north-west has undoubtedly been affected 
by the lamentable war now raging in the country, 
but in a manner which no casual observer would 
detect. It cannot be but that prices have been 
lower than they would have been had the condi- 
tion of the country been one of peaceful indnstry. 
and the arts of peace, which cannot be carried on 
without contributing to the profits of railroads, 
must have been greatly discouraged. In passen- 
ger business, there is a very marked falling off. 
attributable in a degree to the number of men who 
have joined the army and gone out of the State, 
and to some extent to the limited amount of trad- 
ing as compared with ordinary times, when agents 
in all branches of business industriously seek 
custom in every town and settlement, even of the 
most humble pretensions. Many of the roads 
have had some compensation for the deficiencies 
alluded to, in carrying troops and munitions of 
war for the government, but your road is not 
situated so as to participate in such source of 
revenue beyond a very limited amount. Your 
road is eminently intended to work to greatest ad- 
vantage in aid of the labors of peace and good 
will, the end devoutly prayed for by all good 
citizens, and which we may loyally anticipate as 
the greatest gain to be achieved at the present 
time, 

The anticipations expressed in my last report of 
the advantages to be derived from the extension 
of the Northern Illinois Railroad have been fully 
realized from the first 20 miles, and I have now to 
congratulate you upon the speedy completion of 
the line to the Mississippi, which cannot fail to 
raise the character of your property so that its 
immediate prospects will afford assurances of its 
ranking with the most prosperous of the roads 
connecting the Mississippi and the lakes. I have 
already dwelt upon the advantages of having two 
points on the Mississippi, and three points on the 
lakes, connected by shorter lines than any other 
route can offer, but the situation is so important, 
I would impress it upon all interested in the pro- 
perty as a subject for profitable anticipations. 

Your property has passed through trying times, 
and now enters upon a phase in its history afford- 
ing well grounded and brighter prospects than at 
any previous time, and I close my report in the 
anticipation of the coming year enabling your 
manager to submit to you results of the most 
satisfactory character. 


The company have 9 passenger, 5 baggage, 3 
mail, 56 platform and 296 house freight cars. The 
number of locomotives is not stated. The num- 
ber of miles run by engines with passenger trains 
was 77,658 ; with freight trains, 165,656; with 
other trains, 10,910—total 254,224; an increase 
over the previous year of 25,597 miles, Number 
of passengers carried, 73,618, Tons of freight, 











6ST 
x AE 
TRUSTEES’ ACCOUNT, 
1861, 1862, 
Advances: on net in- 

COME... .... weee eee $281,071 69 $248,754 85 
Supplies. ............ 29,044 15 28,367 99 
Do. of fuel........-.. 14,785 69 21,578 44 
Do. of oil and waste... 825 00 422 71 
Telegraph supplies .... ..-+ see 189 20 
Suspense ............ 1,765 99 1,288 27 
Open ace’nts receivable 8,849 42 15,640 89 
Cash 2. ccicecsacs ove. 3,667 88 1,118 73 

$389,359 77 $317,361 08 


Farmers’ Loan & Trust 





Co. 2. eee sees eee - $314,022 58 $296,602 95 
Open accounts payable 25,337 19 20,758 18 
$339,359 77 $317,361 08 
ADVANCES ON NET INCOME, 
186). 1862. 


Balance from last year. $262,916 72 $281,071 69 





Construction account.. 35,779 54 22,378 12 
Mortgages and liens on 
property .......... 45,334 57 4,433 55 
General services...... 1,933 88 2,000 01 
Legal expenses....... 3,941 27 3,326 34 
Expense account...... 224 18 188 77 
Interest and discount... ........ 1,857. 77 
EXcHANGO .... ccc cece § cece cece 2,188 60 
$350,130 16 $317,394 85 
Operating account .... $68,438 56 $68,649 00 
Exchange..... .ecese +s 362 85 tecvcce ce 
Interest and discount.. 257 06 aaseglenne 
Balance ............. 281,071 69 248,754 85 





$350,130 16 $317,394 85 
The office is at Racine, Wisconsin, The officers 
are :— 
General Manager—G. A. Tuomson. 
Superintendent—Matr. TayLor,. 
Secretary—James C, Hrux. 





Coquimbo Railway. 

Thisrailway, which bids fair to eventually be- 
come one of the most profitable and useful in the 
Republic of Chile, South America, was formally 
inaugurated upon the 21st of April, 1862. with all 
the ceremonies usually observed in Catholic 
countries, Its length, including two branches, is 
about thirty and a half English miles, and the 
object of its construction is not only to connect 
the city of Serena, the capital of the province, 
with its spacious and well sheltered Port Coquim- 
bo, eight miles distance, but to facilitate the con- 
veyance of the mineral riches from the districts 
lying to the south of the latter. 

The line forms a letter V, and commencing upon 
the coast of the Pacific at the port of Coquimbo, 
it thence runs for a few miles in a north-easterly 
direction to the city of Serena, beyond which 
place it is continued for two and a quarter miles, 
as far as the large copper smelting works of the 
Compania Lambert, where it terminates for the 
present, on this side of Coquitnbo, the intention, 
however, being to extend it ultimately up the 
rich and fertile valley of Elgin to the town of 
Vienna, about forty miles further. 

From Coquimbo, southwards, the railway runs 
for twenty-eight and a half miles, passing first in 
its course the extensive smelting works of Don 
Jose Tomas Urmenata, at GQuayacan, where 
twenty-four reverberating furnaces are constantly 
at work, and to these works a branch has been 
formed nearly two miles in length. Beyond this, 
after traversing a distance of eighteen miles from 
Coquimbo, the great mineral districts of Andacollo 
and Tambillos are reached, and thence to the pre- 
sent termination of the railway at the foot of the 
Cardas range of mountains. The entire country 
is rich in copper and other minerals, 

This line is intended to be continued hereafter 
thirty miles further to Ovalle, the chief town of 
a department containing immense resources, both 
mineral and agricultural. Within this province 





122,354, 


is situated the wonderful copper mines of Tamaya, 
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which probably are the most productive in the 
world, the chief of which belongs to the proprie- 
tor of the large smelting works atGuayacan already 
mentioned. To the foot of the monntain of 
Tamaya the railway has already been-surveyed, 
and although the line will be somewhat difficult, 
yet there exists no serious obstacle to its execu- 
tion, and arrangements are being already made to 
raise the additional capital required. 

The Coquimbo Railway is the first line in Chile 
yet made exclusively with capital raised in the 
country; it has cost, including rolling stock, 
stations, land, and every other expense, £5,680 
per mile, or £230,000 for the entire length of forty 
and a half miles, and the estimated expense of 
continuing it to Ovalle at £250,000. 

The works upon the line are of a simple though 
durable character ; a kind of calcareous limestone 
found in the district bas been employed in the 
construction of the various bridge abutments and 
in the culverts; and cast iron piles, with wrought 
iron girders, have been generally adopted for the 
principal bridges, one of which, over the Coquim- 
bo river, is 500 ft. in length. 

The gauge adopted is that of the remainder of 
the lines of Central Chile, viz., 5 ft, 6 in., the rails 
being 61 lb per lineal yard. 

The curves of the main lines in no case exceed 
1,000 ft. radius, and the steepest gradient is 1 in 
70. 

The Coquimbo Railway is the cheapest yet 
made in Chile. It has been carried out for an 
amount considerably below the estimate, and the 
execution of the works has occupied only sixteen 
months,—Railway Times. 





Androscoggin and Kennebec Railroad. 
The annual meeting of this company was held 
at Waterville, Me., on the 25th of June, at which 
the report of the directors for the fiscal year end- 
ing May 31, 1862, was presented. From this we 
learn that the gross earnings of the whole line— 
including those of the Penobscot and Kennebec 
Railroad, which is operated under lease to this 
company—were : 
$130,316 32 
-«-- 106,040 30 
17,885 64 


$254,242 26 


53,061.23 tons freight. .... 


‘* express, mail, etc......... 


And the expenses were : 

Repairs of track - $45,295 

, equipment .... 13,923 
buildings, ete... 5,327 
‘Train expenses ... 13,453 
Station expenses......... 15,768 44 
ME Gasclévediccce 6 . 17,001 62 
Oil and waste .... 2,318 69 
All other expenses ....... 11,469 65 


19 
30 
80 
03 


te 


Net earnings for the year : 
Androscoggin and Kennebec Railroad 
Company, 4-7ths. ......$74,105 51 
Penobscot and Kennebec 
R, R, Co., 3-7ths...... 579 13 
129,684 64 
Compared with the previous year the gross 
earnings show a decrease of . ........ $64,263 14 
With a decrease in expenses of....... 29,293 92 


vv, 


Making the decrease in net earnings.. $34,969 22 
—the amount received by this company is there- 
fore $19,982 41 less than that of the previous 
year. The report says: 


It will be seen from this exhibit that the net 
earnings have fallen far below the sum necessary 
to pay the interest on the indebtedness of the 
Company. Nevertheless your Directors have paid 
all the interest obligations, as they have matured, 
from their private means or credit, trusting in the 
good faith of the company to protect them in so 
doing. 

The bonds, payable in the stock of this com- 
pany, remain in amount the same as at our last re- 


port. A large portion of those, it will be recol- 
lected, mature in July, 1863, and the remainder 
principally in the year following. 

Of the loan of 1860, ($1,100,000,) the bonds of 
which run thirty years, $804,600 have been dis- 
posed of during the year now closed and during 
the year previous at their par value, and for the 
following purposes: 


In exchange for bonds of million dollar 

PAOD sxcoch cibiv'ecie nthcaaiee aveniahiones, «haat CREO 
For interest bonds of the company ..... 7,700 
For bonds of the $350,000 loan ........ 3,000 
For furniture bonds .. ...... 2.00 cece ee 500 
For interest due from the company. .... 

; $804,600 

And there remain of the bonds of the loan of 
1860, to be disposed of, $295,400. A portion of 
these bonds thus remaining undisposed of, are 
pledged for the debts of the company. 

Of the bonds issued prior to the million dollar 
loan, there remain outstanding $26,557 00; of the 
million dollar loan, $192,100 remain outstanding ; 
of the interest bonds, $600 remain. The bonds 
secured by a mortgage of the furniture of the 
road have all been taken up during the past year, 
and tbe mortgage discharged. The remaining 
bonds of the million dollar loan, and those of an 
earlier issue, as well as those known as Interest 
bonds, your directors believe may all be ex- 
changed during the next year. Some difficulty is 
found in ascertaining where the bonds are held, 
and delays from this cause have occurred. 

The relation of your company with other com- 
panies with which they are directly or indirectly 
connected in business, are among the most difli- 
cult subjects to deal with. 

With the Grand Trunk Company they are and 
have been harmonious and satisfactory. With the 
Androscoggin Railroad Company, difficulties ex- 
ist, which now must be reconciled by the Courts 
of law. In September last, having been informed 
that it was the intention of that company to sever 
the connection of their road with yours, which 
had been formed under their respective charters, 
in 1852, and to change the gauge of their road, 
your Directors caused a bill in equity to be filed 
in the Supreme Judicial Court, to restrain that 
company from so doing. On a hearing for a tem- 
porary injunction, the Court granted the injunc- 
tion, restraining them from changing the gaugo, 
But notwithstanding the injunction so granted, 
that Company, in disregard of the order of the 
Court, and on Sunday, when process could not be 
served, changed the gauge of their road, and so 
practically have broken up all present connection 
of the roads, This bill in equity is still pending, 
and has not yet come before the Court for a final 
hearing. Your board have good reason to believe 
that your rights of connection in that road will be 
sustained, and that that company will be compel- 
ied to restore the gauge and connection as it was 
before. 

It will be recollected by most of you, that in 
1856 a law was passed by the Legislature of this 
State authorizing the consolidation of your Com- 
pany with that of the Penobscot and Kennebec 
Railroad Company; and that into this act a section 
was ‘inserted ageinst the consent of the parties 
asking the Legislation, and particularly to secure 
rights to rival corporations, which this Company 
and the Penobscot Company were unwilling to 
eoncede. Efforts have been made at each succeed- 
iag session of the Legislature for the repeal of 
the obnoxious section, but without avail until the 
last winter, when those interested in this line of 
road succeeded in obtaining the desired amend- 
ment of the act of consolidation. The act is now 
as it was originally desired ; and it now remains 
with the stockholders and others interested in the 
two roads, to determine whether they will avail 
themselves of the act. Your Directors cannot too 
earnestly urge the importance, to every party in- 
terested in the road, of uniting the two companies 
permanently, The value of the stock is in the 
future growth of the State, and future increase of 





population and business upon the line of the road; 





but without a permanent union of 
the stock will not be likely to be of any value, 
present or future. The holders of the Bonds of 
this Company are interested in accomplishing the 
union referred to, inasmuch as it will greatly en- 
hance the value of their security. 

The miles run by engines for all purposes dur- 
ing the year were 171,598, viz: with passenger 
trains, 75,965 ; with freight trains, 71,694; with 
other trains, 23,934, 

The number of passengers transported over the 
whole road during the year has been 90,441; tons 
of merchandise, 53,061. Computing the miles 
these passengers and tons of merchandise have 
been transported, and it appears that it is equal in 
all to the transportation of 8,227,976 passengers 
one mile: of these, 1,457,566 were transported 
one mile on the P. & K, R. R., and 1,770,410 on 
the A, & K. R. R. 

The superintendent recommends the erection of 
a& new passenger and merchandise depot at Auburn, 
and a new turntable and engine house at Danville 
Junction ; and trusts that some way may be de- 
vised by which both of these improvements may 
speedily be made. 

The balance to credit of income account at the 
commencement of the year was $83,725 57; at 
close it was $134,543 31. 


GENERAL Account. 


Capital stock ... 2.2... 0.2. .ee+ «++ $457,900 02 
Million Loan bonds.... ........ .++. 192,100 00 
PETE, DED 0 .cdesi nd ots: bonn-eanie 600 00 
Bonds of $350,000 loan ............ 26,557 00 
Bonds of $1,100,000 loan........... 804,600 00 
Stock bonds, convertible into stock in 

from 144 to 314 years............ 710,000 00 
Stock coupons, payable in stock..... 6,740 00 
Sundry accounts, payable in stock... 1,820 00 
Bills payable and accounts ......... 184,812 37 


the two roads, 


$2,385,129 89 


Construction account ......... ....$2,210,947 28 
Pen. & Ken. R, R. Co. stock.. 21,924 79 
ONY ONG cos nceas 06 Se: 500 00 
Bills receivable and accounts 7,966 04 
Balance of income account........ 184,543 31 
oT eye ee 9,247 97 


eee 


eer eee ee ee eee ae 


$2,385,129 39 
President—Joun Ware. 
Treasurer—J. N¥x. 
Superintendent—Epwin Noyes. 





Steam Engine and Boiler. 

Mr. Giffard, of Paris, has just specified, as a 
communication to Mr. Henry, patent agent, Fleet 
street, London, an improved boiler and engine. 
The boiler is characterized by the employment of 
a reservoir of hot water and steam, consisting of a 
strong chamber, or water space, into which lead a 
number of sloping tubes, placed above the fire-bars 
of the furnace, and plugged at their outer ends, 
The engine consists of a pair of tubes, or narrow 
cylinders, in which work plungers connected at 
their outer ends by side rods. The tubes are sup- 
plied with steam through a block, which closes 
their inner ends, and on the face of which works 
a slide-valve, balanced by a rod and spring. A 
supplementary link-motion is combined with the 
ordinary link-motion, so that the valve-rod is 
worked through the intervention of this extra link 


and its gear, which constitute what is termed by 
Mr. Giffard a “ correcting apparatus.” The com- 
bined engine, boiler and valve gear constitute a 
machine for producing and employing steam at 
very high pressures, 
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Companies Ownership in Lands taken for 
Railroad Purposes. 


RESPECTIVE RIGHTS OF COMPANIES AND THE FORM- 
ER LAND OWNERS. RAILWAY FARM CROSSINGS 
—COMPANIES MAY MAINTAIN TRESPASS. 


The Supreme Court of the State of Vermont, 
have recently decided in the case of the Connecti- 
cut and Passumpsic Rivers Railroad Company vs. 
Buckley Holton, thai one whose land has been 
taken, for railroad purposes, has no right to enter 
upon or use such land for any purpose which in 
the least degree endangers or embarrasses its use, 


by the company, for any of the objects which the | is made and used. 
railway is intended to accomplish ; and also, that| The possession of the railroad company cannot 
under sec, 43 chap. 26, Comp. Stat., in regard to| be limited to any point of occupation less absolute 


“railway ‘farm crossings,” neither the railway 


company nor the adjacent land owners have the do any act upon the land conducive to those pub- 
right to determine separately, and without the|lic uses for which their charter was granted, and 
consent of the other party, the number, character | may exclude the land owner from taking any pos- 


and location of the “‘ farm crossings.” 


At the time the plaintiffs’ railroad was con-| in the least degree tend to jeopardize the safe 
structed, a portion of their road bed and the land | transportation of passengers and freight upon the 
adjoining on each side was taken by them from|road, or which may in any way interfere with or 
the defendant, and the damages for such taking | embarrass their use of the road and land for any 
were duly appraised aod paid according to the| of the purposes which the railway is intended to 
provisions of the plaintiffs’ charter. After this|accomplish. This possession in Massachusetts 
land so taken and paid for, had been enclosed by| bas been said to be “practically exclusive.” 2 
the plaintiffs, and while it was in their possession,|Gray, 574. , » » » Without stopping to in- 
the defendant at different times, entered thereon] quire whether a possible case may not exist where 
with his servants, oxen and carts, through the|the land owner might enter to obtain mines or 
fences enclosing it, and cut and carried away the| minerals, or to take herbage or other vegetable 


turf from a portion of it lying between the rail 


road track and the fence. This portion was about | railroad company must ordinarily and practically 
two rods wide and fifty rods long. This entry| be absolute and exclusive. Hence any entry by 
and removal of the turf was committed under a| the land owner or any act done by bim upon the 
claim of right by the defendant, who owned the| land which tends in the least to impair the struc- 


land adjoining the enclosure, but it was agains 
the will and protest of the plaintiffs. 


The referee proved that such entries by the de-| generally to embarrass the use of the road for the 


fendant on this land enhanced the danger of acci 
dent to the passengers and employees on the plain 


tiffs’ road, on account of the liability of the oxen | deemed wrongful. 
from fright or otherwise to run upon the railroad} The removal of turf from the sides of the road 
track ; and he also found that the removal of thejand the adjacent strips of land fs clearly an un- 


turf increased the dust abuut the cars and engine 


when in motion, thereby annoying the passengers | tbe road bed and adjacent soil are bare, dust is 
and to some extent injuring the machinery of the| increased by the motion of the engine and cars as 
locomotives; but that if the defendant had the| they pass along. This becomes a great annoyance 
right to enter the enclosure with his team and re. | to passengers at certain seasons of the year and 
move the turf, he had done so in a safe and pru- | especially in the dry, hot weather of summer. To 


dent manner. 


The referee also reported that the defendant, | are sometimes obliged to incur expense, To some 


without the consent and against the wishes of th 


plaintiffs, had taken down one length of the plain-| chinery of the engines. The railroad companies 


tiffs’ fence on each side of the railroad track o 


his farm, and made a “ crossing ” about twenty | practicable, a growth of turf along their road bed 
rods south of the crossing made by the plaintiffs| and its sides, and upon the adjacent strips of land ; r- 
e|and an entry by the adjoining land owner to cut|4own at 30,000,000. After 1850 the wheat 
and carry away the turf must be held to be a|CToP of Ohio declined till it reached only 11,- 


for the accommodation of the defendant. Th 


defendant did this for his own convenience, to en- 
able him to draw manure and produce across the | trespass. 
track, which could be done more conveniently at 


of the plaintiffs, from which the defendant ap- 
pealed. The following is the opinion delivered 
at the decision of the case by the Supreme Court. 
Aupis, J.—Although the right which a railroad 
acquires to land taken under their charter is said 
to be merely an easement, yet the nature of their 
business, their obligations to the community and 
the public safety, require that their possession of 
the land so taken should be absolute and exclusive 
against the adjacent land owner, so made as to 
secure fully every purpose for which the railroad 


and exclusive than this; that the corporation may 


session or doing any act upon the land which may 


-| growth, it is obvious that the possession of the 


t| ture of the road, to endanger the running of trains, 
to lessen the safety or comfort of passengers, or 


-| purposes for which it was built, or the power of 
-| the railroad compaby to keep it in repair, must be 


s/lawful act on the part of the land owner. Where 


prevent or remedy this evil the railroad companies 


e.| extent doubtless, the dust is injurious to the ma- 


n| have the right to preserve and promote, as far as 


the new than at the old “crossing.” In making 
this crossing the defendant filled the ditch on the 
side of the track, which had a tendency to dam 
up the water and saturate the embankment on 
which the track was laid. He also laid loose 
planks between the rails, which rendered the pas- 
sage of the engine and cars less safe than if the 
planks were fastened ; and this also enhanced the 
danger of accident on the railroad. 

The county court held the acts of the defendant 


and how many the farm crossings shall be. 


of commissioners. 








Were trespasses, and rendered judgment in favor 


charter, which it is claimed secures to him a right 
independent of all subsequent legislation, to build 
and use farm crossings as in his own judgment he 
may think his convenience requires. The right 
as expressed in the charter, to cross the railroad 
with teams or otherwise, is to be used “in such a 
manner as shall be calculated not to injure the 
same,” We think the right is to be used not 
merely so that the track or road bed should not 
be injured, but that a larger meaning, a more 
liberal construction, should be put upon this lan- 
guage, viz, that the right to cross the railroad 
should be used so as not to injure the proper and 
reasonable enjoyment of the road by the corpora- 
tion. It is obvious that the manner in which 
such a right should be exercised must be settled 
by agreement of both parties, or else be regulat- 
ed by law. Hence the subject necessarily be- 
comes a fit subject for legislation, and neither 
party can claim any vested rights in the matter 
beyond the control of legislation. The general 
law on this subject was required, both to settle the 
conflicting claims between land owners and rail- 
road companies, and to secure more fully the 
safety of the public in traveling upon railroads. 
If every land owner could build and use farm 
crossings wherever he pleased and as many as he 
pleased, the dangers of railroad travel would be 
alarmingly increased. The question of conveni- 
ence or inconvenience to the land owner in using 
his farm crossicgs, sinks into insignificance when 
compared with the question of safety or danger 
to all who travel on railroads. The land owner 
has no right to build a farm crossing at any other 
point than the one fixed by commissioners, or 
agreed upon with the company. He has no right 
to cross the track at any other point than the es- 
tablished crossing. 

We consider all these acts which the defendant 
has done under a claim of right to be wrongful. 
They endanger the safety of all who travel; and 
in deciding upon the questions here involved, the 
public safety is the paramount consideration, 

For these injuries to the plaintiffs’ rights and 
possession, trespass is the proper remedy. The 
judgment of the County Court is affirmed. 





Wheat Crops of Ohio. 
The wheat crop has just been gathered in 
the Miami country, and for the most part 
throughout the State. It is the best and 
largest crop of wheat produced in Ohio since 
1850. The crop that year was the largest ever 
grown in the State, and the largest average 
per acre. The crop of 1850 was 31,500,000 
bushels. That of this year may safely be put 


000,000 bushels in 1854, which was but a little 


The compiled statute provides that if the par- more than one-third the maximum, The max- 
ties cannot agree upon the plan, manner or num- 


imum and minimum crops have been as follows : 


ber of farm crossings, the same shall be determined In 1850-----+ reeeceeeeesee31 500,000 bushels. 
ieee . . at In 1854--++--ee eee ee eee ++-11,889110 “ 

by commissioners. This, by implication, clearly See SOE. «ccs. nden sacebcg a 95°397614. 

precludes both the railroad companies and the In 1QBDs+ 0.0: 00 ss nae cada ele 23,640,356 “ 

land from det Sng tel and Ten 18G]- ++ ce ccccccccccces 20,000,000 

and owners from determining separately ' ne We Vanes. 2ccccietenee yey ee 

without the consent of each other, where and what ne 


They The consumption of the State for both food 
must agree or submit the question to the decision and seed does not exceed 13,000,000. We 
From the operation of this have, then, the following surpluses of wheat: 


general law the defendant claims to be exempt by | PO iSpy 7.717.171 poy bushels. 





virtue of the language employed in the plaintiffs’ | Por 1962-+-+-+sssessceeeeeeeses 17,000,000 “ 
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Railroad Earnings--Weekly. 
The traffic of the Great Western Railway of 
Canada for the week ending July 18, 1862, was 
as follows: 


Passenger .... ...c00 eeeeee eee sees $18,021 06 
Freight and live stock...... «+++ «++. 20,785 04 
Mails and sundries........ 1,518 71 


Total .... .c0- sepe coccce voce $40,324 81 
Corresponding week of last year..... 28,094 36 


TNE. 5 cond 608 90600 woe $12,230 45 

The earnings by the Chicago, Burlington and 
Quincy Railroad for the 2d week in July, 1862, 
$47,879 38 
80,986 89 


WTC , cc eee coecee secnse seeees seses: 


Do., 1861.... 


cease cece $16,892 49 


The earnings of the Galena and Chicago Rail- 
road the 8d week in July, 1862, were.$36,980 46 
DOL, TOG] . 0008 cecvee 36,670 83 


TCTOABC 2.0 00s 00 cece 


pesecvieneeceseee OF 


The earnings of the Chicago and Northwestern 
Railroad the 3d week in July were.. - $20,930 81 
Corresponding week, 1861 .-- 17,420 83 


veccee «$3,509 98 


The earnings of the Toledo and Wabash Rail- 
road for 3d week of July, 1862, were .$22,896 49 
IS Cates ca aces 18,793 20 


Increase 


Increase. ..cece --<e 


seeeee se eeeeee 


.o-- $4,103 28 
The earnings of the Cleveland and Toledo Rail- 


road for the 3d week in July, 1862, were. $15,619 
Bs BOGE dace bene 500% cece. coos 12,849 


Increase .... 


cere eeeese eee 


ee ee Eee 
The Chicago and Rock Island Railroad earned 
soos - $29,561 
cocee 24,096 


the 3d week of July, 1862 ........ 
DO.; 1861 2.00 cove cose cove seve cece 


Increase .... ..-- cece cnoe oe ee - $9,066 


The earnings of the St. Louis, Alton and Chi- 
cago Railroad for the 3d week in July, were: 


1862 2.0 ccccce coccee seccce coccee ve $21,964 16 
TS61 . coco coves coccese 20,412 08 


cece 000+ $1,552 08 
The Michigan Central earned in the 3d week 


in July, 1862 ....... .200. seen oe oee- $35,024 00 
TT ace onus sagnanns #ees.ey: ORT 


Increase. .... 


Increase .... 2. sees cose «eee $10,195 00 


The earnings of the Milwaukee and Prairie du 
Chien Railroad, for the 3nd week of July, 
1862, were > anal ol éce ec cecceuQeen ae 
Corresponding week, 1861. .......... 25,140 30 


yee FF 
The receipts of the Grand Trunk Railway of 

Canada for the week ending July 19th, 1862, 

were: ‘ 

146,763 Passengers 1n0tes aeveusnae 

Mails and sundries. ................ 2,933 68 

Freight and live stock, 12,378 tons... 40,577 24 


Increase .... -.-- 


Total ,...2. ceee eee 
Corresponding week, 1861 ..... 


cece coee - $68,588 50 
ccccee 62,798 O7 


PENENNG ccc cece se 


seve ooee $5,785 43 


New Passenger Tariff on Board European 
Steamers. 

By general agreement the price of passage on 
board these steamers has been raised nearly 15 
per cent. The Cunard line has raised its rates 
from $130 to $150 first class, and $70 to $90 second 





class, by the steamers leaving New York, and 
from $110 to $125 first class, and $60 to $75 
second class, by the steamers sailing from Boston 
—this arrangement to take effect August Ist. 
Other lines advance in a similar proportion.— 


Boston Traveller. J 


Financial Strength and Resources of the 
Loyal States. 

The prospect of a bountiful harvest through- 
out the loyal States is a matter of first rate 
importance, considering the political condition 
of the country, and must tend, greatly, to in- 
spire confidence, and relieve apprehension as to 
the future. The greater portion of the wheat 
crop is already gathered, and will probably 
prove a larger yield than any previous one. 
Coming immediately upon two good harvests, 
the surplus for export will largely exceed that 
of any former year. ‘The other important 
crops look equally well, but being hardier, and 
far less liable to accident and to injury from 
vicissitudes of weather, they seldom fail to be 
abundant, taking the whole country together. 

The great interest of the nation, agriculture, 
the products of which form the basis of our 
foreign as well as domestic commerce, has been 
singularly prosperous for three consecutive 
years. Other interests must share in its good 
fortune. This is shown by the fact that the 
whole population of the country is actively 
employed. With constant employment at good 
wages; with cheap and abundant supplies of 
food, the material condition of a people can 
hardly be improved. 

We call attention to this phenomenon of 
parties who affect to credit nothing of the kind. 
The fact, however, cannot be controverted. 
Our people bear the burdens of the war with- 
out inconvenience, because they have an abun- 
dance of everything that supports war—men, 
money, food, clothing and munitions of all 
kinds. All these can be had in the greatest 
profusion upon such terms as the government 
offer. A similar strength, stability and con- 
fidence displays itself in all the operations of 
society. Prices of property of all kinds are 
well maintained. There is no check to the pro- 
gress of all useful enterprises that bid fair to be 
remunerative. Society everywhere wears a 
cheerful aspect, and the hum of industry has 
not ceased to be heard in any part of the land. 

The grand secret of our national strength 
has been the ample provision made for just such 
an event as the rebellion, which closed one-half 
of the ports of the country, and cut off one- 
third of our population from all intercourse 
with the other two-thirds. Such a state of 
things did not, fortunately, seriously interfere 
with the prosperity of the people loyal to the 
Union. By singular coincidence the enlarge- 
ment of the Erie Canal was completed the same 
year in which the rebellion broke out. At the 
same moment, almost, the great lines of rail- 
road which serve as outlets from the interior, 
had put themselves in a condition to meet the 
enormous demands now made upon them. 
With the closing of the Mississippi, consequent- 
ly, no inconvenience was really caused, as the 
artificial outlets from the interior were entirely 
adequate to the transportation of all its pro- 
ducts, by much more expeditious, convenient, 
and what must in time prove, cheaper routes. 
The enterprise of our people had, when the 
South, imagining it held the natural channels 
of communication into the interior, sought to 
break up the Union, provided others so well 
adapted to the wants of commerce and trade, 
as to render it certain that they will hereafter 
take the preference, should the free navigation 
of all our rivers be fully restored. The Missis- 
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sippi has lost its former value, and the impor- 
tance and advantage it secured to the South 
will, hereafter and forever, be transferred to 
the North. 

The actual exhibition of our strength has 
been fully in keeping with what we have as- 
sumed in refecsence to its basis. One great fea- 
ture of it is the independence of our people of 
all other nations. We need be indebted to but 
few for any of the necessaries of life. We have 
imported such to very great extent, because 
we could not do evefything at once, not be- 
cause we had not the means and elements of 
producing then at home. High prices will in. 
stantly direct attention to the domestic manu- 
facture of nearly everything appropriate to our 
soil and climate that we have been accustomed 
to import—such as iron, and the textile fabrics 
of all kinds except silks, and which must in the 
outset, be greatly raised in prices, and finally 
excluded by the joint operation of a high tariff, 
and manufactures stimulated by the low price 
of money at home. We are thus every day 
becoming less and less dependant upon others, 
without releasing them in any considerable de- 
gree from their dependence upon us. The first 
cry of the Western European nations is for 
cheap food. They are not likely to increase the 
cost of an indispensable article by impost 
duties, especially by differential duties against 
the United States. We have now the advan- 
tage over any other food producing nation, and 
this advantage is steadily becoming the more 
decided from the extension and improvement 
of our public works. No other grain producing 
country is rivalling, or hardly imitating us in 
this respect. The Great Eastern could regular- 
ly, and at all times of the year, obtain a full 
cargo at no other port in the world but New 
York. Here a full load is always in readiness 
for her, on board canal boats in the summer, 
and in our warehouses in the winter, which 
are kept constantly filled by the great lines of 
railroad terminations upon our harbor. Every- 
thing consequently tends to reduce the cost of 
transportation between the producer in this 
country and the consumer abroad, while such 
cost from other districts of production must re- 
main, for a long time to come, very nearly sta- 
tionary. 

Of all this, the position, since the war broke 
out, of the commerce between the United 
States and other nations, is full proof. We 
have been able to keep foreign exchange largely 
in our favor, except when another element has 
been thrown in—the return of enormous 
amounts of securities formerly held abroad. 
The forced realization of these has compelled 
us to part with some specie; otherwise we 
should have constantly imported it. It is now 
the opinion of the best informed merchants in 
this city that the current must change, and 
specie flow to us from abroad before the close 
of the year. It certainly must, but for the 
disturbing cause stated. This cause will before 
long expend itself, and when such is the case, 
we cannot see how other nations can be in any 
other relation to us than debtors. We are 
daily becoming more and more self supporting, 
and they daily less so from the rapid increase 
of population upon a circumscribed area. Our 
strength is a natural one, but still no less cal- 
culated to excite surprise and admiration ; and 
those who are most disposed to abuse and carp 
at us, could much better spend their time in 
inquiring into the real secret of our power, 
which every day is becoming more and more 
consolidated and formidable, because it rests 
upon natural advantages which are steadily 
becoming more decided in our favor.-—Hallett’s 
Financial Circular. 
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Description. g elgg i¢ Description, : Fl aeilg Description. 3 Bl ¢ f s 
4 [8/0 | 4 [5/4 |& 4 (8) al& 

Alabama and Florida : Chicago and Northwestern : Galena and Chicago Union : 

Mortgage --.-.-~-. -.-.-...----| $300,000) 7 |1867 |....|| 1st Mortgage (preferred)....... 1,250,000) 7 94 || 1st Mortgage Coupon ......---| 1 of 7 '62~63/106 
Convert. (guar. by Dir.)....-... 150,000) 7 |/1863 |-..../| 1st Mortgage (general)-.... --.-| 3,600,000) 7 Ist Mortgage (Extended) 22'000 7 |1882 106 

Alabama and Miss, Rivers : Bonds issued for coupons of do.| 756,000) 7 2d Mortgage (8, F.) Coupon ... 1,411; 000} 7 |1875 (104 
State (Ala,) Loan... 123,171) 7 24 Mortgage .cn -ocn -occ vn sees 2,000,000} 6 *Great Western, IIL : 

Mortzage ---. -... -... -.- 109,500! 7 Appleton Extension Bonds ---- 184,000) 7 Ist Mortgage Eastern Division. os 

Alabama a and Tenn. Rivers : Flagg Trust Bonds-... --.. -... 245,000} 8 estern as 
Jat Mortgage convertible 833,000} 7 |1872 |..-.||Cincinn., Hamilton and Dayton : Hannibal and 8t, Joseph : 
9d Mortgage ....-...---...----| 225,705] 8 |1864 |-...|| 1st Morty vage Sade ane pits sail 894,000] 7 Missouri State Loom (1st Lien) - pyoey ee 6 |-.-.-- 47 

Albany, Vt. ant Canada : (Se ie ee 000) 7 Land Security -...........--.- Toenene 7 |1881 | 26 
DE TERONS ene none pon -onunn 500,000) 7 )1867 |-...| |*Cincinn., Wilm. and Zanesville : Mortgage (convertible) --...... 7 {1883 |... 

Albany and a West Sinekieridge : Ist Mortgage .-2. 2. --s0-0---- 1,300,000) 7 |1869 |----|| Mortgage (not convertible) --... 11200'000 7 |1889 |.... 
Albany City (8. F.) .-..--...---| 1,000,000} 6 |'66-'76|..-.|| 2d Mortgage ........-...-.--.. 574,000) 7 |-..... ----| |Harrisburg and Lancaster : 

Androscoggin and Kenebec : eS SE Oe 158,000} 7 |---.-- ----|| New Dollar Bonds -...-...... -| 661,000) 6 {1883 | 934 
Million Dollar Loan-...-.. -----| 468,600) 6 |'61~64) 70 TRO B isow dass one wonaitde tod 250,500} 7 |-..... .---| |Hartford and New Haven: 

1,100,000 Loan ..>.....--...--- 536,100) 6 |1890 | 79 PRUNE IRR ne oni cccn cade ob 1,000,000} 7 |.....- ewee|| 1st Mortgtige .... ..-. --n0n0--ce 927,000) 6 |1878 | 99 
tock, convert, (Coupon) -..-.. 710,000) 6 )'63~66) ....| |Cleveland and Mahoning : Housatonic : 

Atlantic and Great Western : 1st Mortgage eae 1st Mortgage -.....-........-.-| 170,000] 6 {1877 |_... 
Penn. Division, lst Mortgage --| 2,500,000) 7 {1877 | 77 2d Mortgage 000} 7 |-....-|----| |Houston and Texas Central : 

Ohio “ 1st Mortgage ..| 4,000,000) 7 |1875 | 77 8d Mortgage Silceed. ----|| State (1st Lien) Loan - 210,000) ...| ----.- dialoe 
N. York “ Ist Mortgage .-| 1,250,000} 7 |1879 | 80 | |Clev., Painesville and ‘Ashtabula : Mortgage -........... Lonesisenee 125,000) 7 |1866 |... 

Atlantic and St. Lawrence : 1st Mortgage ae ities cies wali 564,000) 7 |1861 | 99 ||Hudson River: 

Dollar Bonds (Conpon) --.-. -... 988,000} 6 {1866 |....|| 2d Mortgage .....--....-------| 303,000} 7 /1862 |---.|| Ist Mortgage ............-.--.- 4,000,000) 7 |'6970)112 
Sterling Bonds (Coupon) ...-..| 484000) 6 |1878 | 97 || Special (Sunbury and Erie) ....{ 600,000] 7 |1874 |----|| 2d Mortgage -...-..------.--0-| 2,000,000} 7 ;1860 103 
City of Portland Loan (Coup.)| 1,500,000} 6 |'6870)-... Go nvertible Scrip....----.. ----| 800,000} 7 |1880 |.-.-|| 3d Mortgage -..........--.---.| 1,840,000] '7 |1875 

Baltimore and Ohio : Cleveland and Pittsburg : Convertible ...........-.-2---- 1,002,000] 7 |1867 | 89 
Maryland Sterling -...---.-... 3,000,000} 5 |1838 |_...|| 1st Mortgage (Main Line)-----.. 800,000} 7 |1860 {100 | |Illinois Central : 

Mortgage Coupon .....-------- 2,500,000] 6 {1885 | 963/| 2d Mort.(M.L.)or Ist Extension] 1,188,000] 7 |1873 | 91 || Optional Right bonds..........| 38,000) 7 |1868 |___. 

wanes cues acon 700,000 6 /1880 | 99 |} 3d Mort.(M. L.) or 2d Extension] 1,165,000] 7 |1875 | 79 || Construction -...-...-.--..----|10,798,500] 7 |1875 | 95 

“ ae net ees 1,128,500) 6 |1875 |100 || 4th Mort.(M. L.)or3d Extension} 1,154,000) 7 |.....- 684)| Construction ........--....---- 4,115,000) 6 |1875 | 95 

“ DAS °* nccbeeectomanat’ 1,000,000] 6 |1867 | 97 ||Clev., Detemslion 2 and Cin. : Eight per cent. bonds.-..-..... 326,000) 8 {1 Sbes 
Balt. City Loan.... ....---. ---- 5, 000,000 6 {1890 | _...|| Ist Mortgage, Coupon ....-...-| 509,000} 7 |'64~90) ---.| |Indiana Central : 

Bellefontaine and 1nd. (1 Jan.’60): Cleveland and Toledo : Ist Mortgage (convertible) ..... 600,000) 7 |1866 |__.. 
lst Mortgage convertible... -.-.-. 791,000) 7 |1866 | 55 Junction Ist Mortgage Ist Div..} 299,000) 7 |1867 | 65 2d Mortgage ........-..... .| 284,500/10 | .----. eeee 
91 Mortgage... ....-.-.-.--20 157,000) 7 1870 |....|| Junction lst Mortgage 2d Div..| 210,000] 7.|1872 | 65 || Income -........2.......-...-- 281,500)10 |-~...-- 15 

Belvidere Delaware : Junction 2d Mortgage......-... 221,000) 7 |1862 |~--«| |Indianapolis and Cincinnati : 

Ist Mort. (guar. C. and A.) --.-| 1,000,000) 6 |1877 |_...|| Tol., Nor. and Cley. Ist Mort....| 521,000) 7 |1863 | 75 || let Mortgage...............--.- 500,000) 7 |1866 | 85 
24 Mortgage (do.)....----------| 500,000} 6 {1885 |_...|| Tol., Nor. and Clev. 2d Mort. ..| 293,200} 7 |1863 | 75 2d Mortgage ....-.... benoiteniviah 400,000) 7 |------ 85 
8d Mortgage (do )......-.---.-- 581,000] 6 {1877 |__..|| Junction Income -....--.-....- 27,500} 7 |1862 |--..|| Real Estate Mortgage._..-..-.. 200,000) 7 |1858 | 68 

Black River and Utica : C. and T. Income Mortgage ...-| 104,400) 7 |1863 | 75 | |Ind., Pittsb. and Olev. (1 Jan. ’60): 

DEON ona camcoasene door 870,000] 7 \1869 |__|] C, and T. Income (convertible)| 174,000) 7 |1864 |-... Ist MINEO ind0 2 ccc ccne ee 650,500) '7 1870 |___. 

Boston Concord and Montreal : C. and T. Income (convertible)} 256,000] 7 /1864 |----|| 2d Mortgage -.......--....-... 814,000) 7 |------ Sot 
lst. Mortgage ...2..0< ..---. .20e 200,000} 6 {1870 |....|| C.and T. Dividend (convert.)..| 161,495) 7 |18%5 | 75 | |Jeffersonville: 

i NER Saleen 300,000] 7 |1870 | 914}| OC. and T. Income (convertible).| 39,000] 7 [1870 |....|| 1st Mortage .-... ER a 272,000) 7 |1861 | 75 
8d Mortgage Coupons -....-..-- 150,000] 6 |---..- ....||_ C. and T. (8. F.) Mortgage. .... 1,545,000) 7 {1885 | 914|| 2d Mortgage .........--..-.---- 892,000] 7 |1873 | 70 
4th Mortgage Coupons ---.-.... , 7 | ------|_...| |Columbus and Xenia: *Kennebec and Portland : 

Sk ee ,000| 6 |---.--|-...|| Dividend (due 1860, 61, 62,66)} 115,900)...|var. | 934|| 1st Mortgage (City and Town).| 800,000) 6 /1870 | ____ 

Boston and Lowell : Connecticut River : 94: MORRO” sncsinds cone co once 230,000] 61)1861 | __. 
Mortgage -...--0----2---+--00-| 440,000] 6 [1873 |__..|| Mortgage -...-...-.--..-.--.-- 250,000) 6 |1878 |.-.-|| 3d Mortgage ....-...-.-...--.-| 250,000} 61/1862 |____ 

Buffulo, New York and Erie: Connectic’t and Passump, Rivers : *Kentucky Centr. (Cov. ‘and Lex.) 

Ist Mortgage coupon.--....----| 2,000,000] 7 [1877 | 83}|| 1st Mortgage -........----.---- 800,000} _..|--..-- eoe=|| 1st Morigage ........--..---.-- 160,000) 6 |------ es 
2d Mortgage coupon .......-.-- 380,000) 7 |--<=«-/_...||Cumberland Valley : lst Mortgage ........ .--..... 260,000) 7 |------ hestehath 

Buffalo and State Line : Ist Mortgage <cne --c0 2 --22 cee 161,800) § {-..... «---|| 2d Mortgage (convertible)..---- 1,000,000} 7 |-.--.- ae 
Ist Mortgage --..--..---------- 500,000] 7 |1866 |106 || 2d Mortgage -...-...--.. 109,500} 8 |------ ----|| 3d Mortgage ......-........ «=| 600,000) 7 |------ Le 
Income ¢ in ony 4 in 62)... -... 200,000] 7 |var. |__..||Dayton and Michigan (1 Ap. 760) : Guaranteed by Covingten......| 200,000) 6 }...--- me 
ee ree 200,000} 7 |1864 |_...|| 1st Mortgage ........ ateacwne -| 300,000) 8 |-.-.... ---«|| Cincinnati (exchanged) -.-- --.- 100,000) 6 |-.---- sae 
Special Erie and North-East ..| 149,000] 7 |--.--- iin Se eee 2,212,000} 8 |---..- ----| |Keokuk, Ft. D. Moines and Minn.: 

Burlington and Missouri : Dayton and Western : City of Keokuk, 20 years -.-.-- 400,000) 8tj --.--- =e 
lst Mort, on Ist Division ........ 590,000] ...| .-.... _--.|| 1st Mortgage .....-..---------| 300,000] 7 |-----. 50 || City of Keokuk, (special tax) ..| 150,000/10t/ ----.. sk oad 

Cairo and Fulton (Mo.) : aaa See ae i pee 40 || Lee County, 20 years -......... 150,000) 8 |---.--| 0. 
State (Mo.) Loan .--.---.--.-.- 650,000] 6 |'78~79) ____| |Delaware: Keokuk, Mt. Pleas’t and Muscat, : 

Camden and Amboy : 1st Mortgage ...._...-.-------- 500,000} ._.|--...- 80 || Lee County -....-..------.----| 150,000) 8 }-.-.-- aan 
Mortgage ...0 200 -nce -oee nonce 367,000) 6 |1864 100 Guaranteed. --...- “- 65,000) ...| ------ ----|| City of Keokuk b 8 [----==} oo. 
Mort. (chgd from Ster!’g) -- ---. 888,000] 5 |1864 |j99 || State Loan -.........-.-...---- 170,000} ...}---.-- ----||_ Henry and Louisa Company’s..| 50,000) 8 |------) 
Mortgage 2... coca --52 <= 800,000) 6 {1849 |____||Delaware, Lackawanna and W’n: Lehigh Valley : 

Mortgage ......-.- 1,700,000} 6 |1875 | g43|| 1st Mortgage --..-... .-------.- 900,000) _..|1871 /108 1st Mortgage .....-----....-.-- 1,500,000) 6 |1870 Ho3 
Sterling (£210,000) -. 1,008,000} 5 |1864 |____|| Ist Mortgage (EH. Extension) ---| 1,499,000) _..|1875 [108 | |La Crosse and Milwaukee : 

Sterling (£225,000) --...--.---. 1,080,000} 6 |1864 |""""|| 2d Mortgage -.......-..----..- 2,516,500}. .|1881 |105 || 1st Mortgage (Eastern Div,)....| _ 903,000] t |-.-.--/ g9 
New Loan (iss’d $397; 000) ..... 2,500,000} 6 |1887 |____|| Income (due 1882, 65 and ’67 .. 14,101) .. .}var. 88 2d Mortgage (Eastern Div.) .-.. 1,000,000} t |--.... ie 

*Catawissa : Detriot and Milwaukee : 1st Land Grant (Western Div.)| 4,000,000) ¢ |...... 214 
Ist Morigage -....--+-------==+| 1,500,000] 7 1865 | g9 || 1st Mortgage (convertible) ..... 2,500,000) 7 {1875 |----|| 2d Land Grant (Western Div.)| _ 353,600] t |--.--.) 97 

Cayuga and Susquehanna : a ee ET: 1,000,000} 8 |1866 |...-|| 3d Mortgage (whole road) .....| 1,700,000) ¢ |---..- ref 
Ist Mortgage ............--...- 300,000} 7 |1865 |___.|| 3d Mortgage (convertible)-.-... 750,000/10 |1863 |....|| Farm Mortgage .......-.------| 1,087,700) t |-~-.--| 1) 

Central of Georgia : 4th Mortgage (G. W. R.R.)-...| 500,000] 8 |------ ----|| Unsecured Bonds ....-.....-...| 1,785,000) t |-.-.-- ode § 
Mortgage ....---.--.-----.----|  86,067| 7 |1863 |____||Dubuque and Pasific : Lexington and Frankfort : 

Central of New Jersey : New Construction ....---...-- 800,000} | .--.-- ----|| Mortgage, due 1864, 69 and ’74..| 180,000) 6 |-..--. AES 

# Ast Mortgage -.......-...-...-- 1,400,000} 7 6570/1096 | |Dubuque Western : Little Miami : 
| ol een eae 600,000] 7 }1875 |j00 || 1st Mortgage .........--------- 344,000] f | -~..-- ~=-+|| Mortgage (Coupon) ........---. 1,300,000) 6 |1883 | g9 

Central Ohio : Eastern ( Mass.) : Long Island : 

Ist Mortgage W Div....--.----| 450,000) 7 1961 | g1 || Income (due $75,000 annually) -| 275,000) 6 |var. [1003]! 1st Mortgage ....-----... Sion 500,000} 6 |1870 | go 
Ist Mortgage E. Div. -.--..----] 800,000] 7 |1864 | go 2d Mortgage (convertible) ~--.. 710,000 5 |'62~72) 98 ixtension Bonds .......------- 175,000) 7 |1890 | go, 
ee I iettindes cone concen 800,000} 7 |1865 | 64 3d Mortgage (convertible) ~~... 450,000) 6 {1874 |104 | |Long Dock Co.: 

3d Mortgage (8. F.).-..--..---- 950,000| 7 |1885 |____|| 1stM.(State)$75,000 a y’r after’ 64 000] 5 |var. |....|| Mortgage Bouds......--.------| 500,000) 7 }1882 |____ 
4th Mortgage (S. F.) -.---..----| 1,365,800] 7 |1876 |____||East ‘Tennessee and Georgia : Mortgages on Land....... wanes] £73,809) 7 | --nn en} oo. 

Charleston and Savannah : State, lst Mortgage -... --..---- 970,000) _..|-...-. ----| |Louisville and Frankfort : 

Ist Mortgage (endorsed) -.....-| 510,000] 6 |-..... _..|| Endorsed by State 4 Tennessee} 150,000}___|--..-- ----|| Louisville Loan....-----.-----+ 174,000) ...-| ---.-- ES 
2d Mortgage ....-.....-....-.- 1,000,000} 7 |...... ....|| Mortgage (ordinary) ----...-.. 790,688) _..|--.... en==|| Ist Mortgage --0r------n--nenee|  248,000)---|------| 21. 
Cheshire : East Tennessee and eginia Louisville and Nashville : 

_ Mort. (1860, 63,75, and 77) -...| 786,400] 7 |var. |...|| State, Ist Lien .........--...-.. 1,602,000 State (Tenn.]}, let Lien .......- 800,000] 6 |------|_- 

Chicago, Burlington’ & Quine Endorsed by State of Tenness..| 200, ist Mortgage ....-...-----.----| 2,000,000) 7 |------ Bs 
Consolidated Ist Mort. (8. Joe 2,172,000} 8 |1883 j108 || 1st Mortgage (after State)-..... Lebanon Branch Ist Mortgage| 400,000) 7 [var. |__. 
Consolidated 2d Mort, (S. F.) -.| 813,000] 8 |1890 [108 || Redeemable in Stock .-........ Memphis Branch 1st Mortgage| 500,000) 7 |var. |__. 
Chic. and Aur. Ist Mort 7 |1867 |_...||Eaton and Hamilton : McMinnville and Manchester : 
~ and Aur, 2d M. (8. F.)..... 7 11869 |_...|| 1st Mortgage ......-..........- 757,734] t |var. |--.-|| State [Tenn,] -..-.. 5 iat ie dnt 6 |------ 

nt. Mil. Tr. 1st Mort. ___ 7 |1864 |___.||Erie and North-East : Morte 3 os sictiin <p neon awa 7 | --0--- 
a M. T. 2d M. (Conv.) ..... 8 |1868 |_...||_ Exchanged for Buff. and St. L..| 149,000} ._./......|.-..|| Mortgage .------.------000---- 6 | ---=-- + 
- » Aiton and St. Louis : Florida :— Madison and Indianapolis : 
2a i EREEGO ame nen enna ea ee ««ee|| Internal Improvement (State) .| 1,655,000] 7 |1891 |-.-.|| Mortgage ------..---- ahanaiunie 1861 
+ py wens wane mann wn ewe | nn nee | ap dor ete .--«|| Free Land, 2d Mortgage -.-...| 1,500,000] 8 |1891 |-....| |Marietta and Cincinnati : 
ont Mortgage aaee anne mone on wnes | cnn cenne t |....--]__..| |Florida and Alabama : Mortgage Bonds...... .. aaa eeen 
cago and Milwaukee : Internal Improvement (State) -|......... -7 (1891 |-...| Memphis and Charleston : 
lat ee eee (convertibl ad te 
Real Estate ©) ~---- ise een 7 \1874 | 70 || Free Land, 2d Mortgage --..-..}-........ 8 |1891 |....|| State Tenn.) Loan ............- 
Chi ond fash ial er 1 7/1868 |._..||Florida, Atlantic and Gulf Centr,: lst Mo: noes cnee won =a ne ==} 
Ist Mortgage nt : 4 Ltorgel i rovement (State) -| 360,000} 7 |1891 |....||Memphis, Clarkesy; and Louisy. : 
cannnmnnnn! 1,397,000! 7 11870 ‘'103 || Free Lan Mortgage .-..0-| 200,000! 8 [1891 !....'' State Tenn.) Loam ..n0nnnnac0e 
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(}) that the company is in default in its interest, “8, F.,” Sinking Fund. “var.” that the bonds fall due at different. periods 





Description. 


Interest, 


Description. 





Memphis and Ohio: 





State (Tenn.) Loan----- ~--, ---- 
Michigan Central : 
lst Mortgage Sterling .--.-.-... 
lst Mortgage St’g (convertible) - 
‘1st Mortgage (convert.) Dollar. 
1st Mortgage (8. F.), convertible 
Mich, Southern and N’p Indiana: 
Michigan Southern, lst..-..-... 
Northern Indiana, lst 
Erie and Kalamazoo -..-....---- 
Michigan Southern, conv, ...-.. 
Northern Indiana, conv, .. 
Jackson Branch 
Goshen Air Line....-..- 
Detroit and Toledo 
lat General Mortgage (8. ¥.)-.--- 
2d General Mortgage ........--- 
*Milwaukee and Beloit : 
lst Mortgage 
Milwaukee and Chicago: 
lst Mortgage 
2d Mortgage ....---..---.-----~ 
*Milwaukee and Horicon : 
lst Mortgage 
2d Mortgage 
Milwaukee and Prairie du Chien: 
lst Mortgage (Coupon) 
let Preferred stock 
2d Preferred stock. .... ....---- 
Mississippi Central : 
lst Mortgage 
Mississippi Central and Tenn.: 
State (Tenn.) Loan 
Mississippi and Missouri: 
lst Mortgage (convertible) 
2d Mortgage (8. F.) -------.--.- 
Oskaloosa Division 
Land Grant 
Mississippi and Tennessee : 
Tennessee State Loan 
Mississippi State Loan. 
lst Mortgage 
Mobile and Ohio: 
City (Mobile) Tax Loan 
Tennessee State Loan 
Alabama State Loan 
Income 
Bterling 
Mississippi State Loan.--... .... 
Montgomery and West Point: 
Alabama State Loan 
Mortgage (due 1860, ’63 and ’65)- 
Mortgage 
Morris Canal and Banking Co, : 
Mortgage Bonds. .......... -... 
Preferred Stock ....... -... .-.- 
Muscogee : 
lst Mortgage 
Nashville and Chattanooga: 
Mortgage (State endorsed) -...- 
Chat, and Clev. Subse. (endors.) 
*New Albany and Salem : 
Crawfordsville 
lst Mortgage 
lst Mortgage 
N. Hav., N. Lond. and Ston’gton: 
Mortgage 
Mortgage 
Extension 
New Haven and Northampton: 
lst Mortgage 
New Jersey: 
Company’s (various) ....-....--. 











New London Northern: 
let Mortgage ...- 2200 2200 200 cone 
N. Or?ns, Jackson and Gt. North.: 
Btate (Miss.) ln scien cnet 
lst Mortgage Couron 
N. Orl'ns, Opelous. and Gt. West.: 
Louisiana State Loan 
New Orleans City Subscription 
lst Mortgage (8. F.).-..-..-..... 
New York Central: 
Premium (8. F.) Bonds 
Funding (8. F.) Bonds. --... -.... 
Btock Exchange (8. F.) Bonds... 
Real Estate (8, F.) Bonds 
Real Estate Bonds 
Bonds of June, 1854 ...---.---- 
Convertible Bonds. --.-.-......... 
B. and N, F. BR. R. (8. F.) Bonds 
New York and Erie: 
list Mortgage... 


4th Mortgage 
6th Mortgage 
New York and Harlem : 


Plain Bonds, Coupon --.. ...... 





Mortgage Bonds, Ooupon ...... 


1,007,363 
529,000 


1,000,000 
400,000 


122,622! . 


350,000 
450,000 


655,250 
1,175,000 


249,000 


1,500,000 
231,000 


175,000 
500,000 
2,235,000 





GaP aWeFaT sFesdstsd OAs OOD 


eT Ted aTedede3sIsI-I OOO 








N. York, Providence and Boston : 
1st Mortgag: 


ORT TN a 


North CaroHha: 


North-Eastern (8. ©.) : 
1st Mortgage 
2d Mortgage -.. 
Real Estate 
Northern Central ; 
Balt. and Susq. R. R. (Coupons) 
Md. State Loan (B. and Susq.) - 
York and Cumberland 1st Mort. 
York and Cumberland 2d Mort. 
Y. and ©, guar. by Balt, 3d Mort, 
N. ©, Contract, 2d Mort 
Construction, 24 Mort 
Northern (Ogdensburg) : 
1st Mortgage............-. euses 
2d Mortyage 
North Missouri : 
State Loan (30 years)... 
North Pennsylvania : ° 
BOCRIRED cccetntbacccanneanseas 
Chattel Mortgage 
Northern (N. H.): 
Mortgage (due 1860, ’64 and ’74) 
Norwich and Worcester : 
Mass, State Loan 
Mortgage 
Ohio and Mississippi (O. and Ind.) : 
lst Mortgage... 2... 20. ---- 
2d Mortgage 
Construction. ....-.-..--- --.-.- 


Orange and Alexandria: 
1st Mortgage 
2d Mortgage or 1st Extension -- 
2d Extension .... 
Pacific (Mo,) : 
Btate (Mo,) Loan 
State Loan (8, W. Branch) 
Construction 
Panama: 
1st Mortgage Sterling 
2d Mortgage Sterling 
Pennsylvania: 
lst Mortgage 
ek es 
2d Mortgage Sterling 
State Works Bonds 
Pennsylvania Coal Company : 
1st Mortgage 
Penobscot and Kennebec: 

Bangor City 1st Mortg. (Coupon) 
. 2d Mortgage (Coupon) 

8d Mortgage (Coupon) 
Peoria and Oquawka: 
1st Mortg. (W.Ext.) convertible. 
1st Mortg. (E. Ext.) convertible. 
Petersburg: 
Mortgage (due 1863 to 1872) -... 
Petersb’g and Lynchb’g (8, Side): 
State (Va.) Loan (8, F.)-....... 
1st Mortyage (18597075) 
8d Mortgage (1862-70-72) .. 
Special Mortgage (1865-68). .... 
Last Mortgage (1861 to 1869) _. 
Phila., Germant’n and Norrist’n: 
Consolidated Loan 


Philadelphia and Reading : 
Bonds of 1836, (unconvertible).. 
“ 
’ 
1849, 
1861, 
1843, 
1844, 
1848, 
1849, 
1857, 
) 7] « - 
Bonds and Mortg’s—real estate 
Preferred Stock 
Phila., Wilmington and Baltimore: 
Mortgage Loan 
RURDOOTOUROME ck nnn cae cencoe 
Pittsburg and Connellsville: 
City of Pittsburg Bonds 
Alleghany Co, /— 
Connellsville “ 
Mc’ Keesport 
Baltimore City 
Baltimore City Stock..... én 
1st Mortgage (Turtle Cr. Div.) - 
Pittsb’g, Ft. Wayne and Chicago: 
2d Mortgag 
ID aici ccaiclim nine etnias tinal 
nee 
Pittsburg and Steubenville : 


On cone enon ccs on cone 


Oe eons cone omen ee 


Mortgage 
Potsdam and Watertown: 
1st Moi 














[Quine and Chicago: SS 





Interest. 


AAAANAARWQOaa 
' 


Description. 





_||Racine and Mississippi : 


1st Mortgage (Eastern Division) 

1st toe Division) 
Raleigh and ton : 

COUPON 2. cneccc cance cocecnas cece 
Richmond and Danville: 

State (Va.) Loan (34 years) 

Guarantied by State 


O) 
Richmon : 
Sterling (£67,000)........-..... 
Richmond and Petersburg : 


lst Mortgage....... .-22 veces ocoe 
2d Mortgage ........... .------- 
8d Moi D wonnc co nase cane sens 





Sacramento Valley: 
1st Mortgage....... .... ..0<---- 
OS TECTIA ence cass cece nsccnce 
Sandusky, Dayton and Cincinnati: 
MOrtgage .ce wcce ence cone cose ce 


FRRTOIR cccn cenpeeconn cans cant 


Mortgage 
Sand’sky, Mansfield and N’wark: 
1st Mortgage 
— a and Whitehall: 
st Mortgage 
1st Mortgage (R. and W. Br.) -- 
Seaboard and Roanoke: 
lst Mortgage.........-...--.--- 
8d Mor e 
Dividend 
South Carolina: 
State Loan 


4 
Southern Mississippi : 
1st Mortgage 
South-Western (Ga.): | 
ist Mortgage.............-.-... 
ey field, Mt. Vern. and Pittsb. : 
st Mortgage 
2d Mortgage 
“Steubenv, and Ind, (P. C.and C.): 
1st Mortgage 
2d Mortgage 
*8t. Louis, Alton and Chicago: 
1st Mortgage 
2d Mortgag: 
3d Mortgage (Income) 
8t. Louis and Iron Mountain - 
State (Mo.) Aid 
8t. Louis City Subscription -... 
St. Louis County Subscription - 
Sunbury and Erie 
1st Mort. (Sunbury to W’msp’t) 
Mortgage (half to State) 
Syracuse, Binghamton and N. Y.- 
1st Mortgage Coupon....--.....- 
Terre Haute, Alton and St. Louis 
1st Mortgage (convertible) ..... 
2d Mortgage (convertible) 
Tennessee and Alabama : 
State (Tenn.) Loan 
Terre Haute and Richmond: 
1st an e (convertible 
Toledo an abash : 
1st M. (Toledo and Wabash) -.. 
let M, (L. E., Wab. and St. Louis) 
2d M. (Toledo and Wabash)... 
2d M. (Wabash and Western)... 
Bhs heey ot 
st Mortgage Coupon 
2d Mortgage ae 
Virginia Central : 
ort., guarantied by State of Va. 
Mortgage (coupons) 
Mortgage, (coupons) -.....-...- 
Virginia and Tennessee : 
State (Va.) Loan 
1st Mortgage 
2d or Enlarged Mortgage -__.... 
Salt Works Br. Mort. due ’58~61 
Warren (N. J.): 
1st Mortgage 
Warwick Valley, N. Y.: 
1st Mortgage 
2d Mortgage 
Watertown and Rome: 
Mortgage (new bonds) 
Western (Mass.): 


Albany Cit ons sone 
Hudson & ton R. R. Loan .. 
Williamsport and Elmira 
1st Mortgage....--... 
m and Manchester: 
lst Mortgage................... 
O} oun gemalindacs enna, 


2d Mortgage 
Wilmington and Weldon: 


payable in England..| 
Bte , issued in 1858 ......... 








Company’s, endorsed by State, 


Amount, 


GOR SI I 2OOM «3 awre3 wy AAD AAD stad adadeded at 
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RAILROAD SHARE LIST, including Mileage, Rolling Stock, etc., etc.| 


c*) occurring in the column headed “Rolling- Stock,” sgnifies that the cost is included in that of “Railroad and Appurtenances.” A dash (—) signifies “nil.” 
Running dots (....) signify “ not ascertained.” Land-Grant Railroads are in “‘italics.” 











Years ending. 












































































































































































































































































































































































































































































































































































































































































































































& Abstract of Balance Sheet. 3 8 a Earnings. 
Q _ on 
| Property and Assets, | Liabilities, 333 “3 Sa 
g2|2 |5s 325 |8¥| Ss 
ow . wy <7 3° 3 = 
: zo g & ; & a ai’ Ea| EB 
Sleetteiceialé|2| mmm «= 58a] fu |gea| Ss | 28, | Bz | zoe lee] 5 : 
fc eal iol ° | D te 3 oO carl 
z |Se\"als"lgig| S g222| 28 |s22| 22 | 383 | 28 |see|e3| #2 2 
aia & 3 2 a a | al s3 |6 AQ | & 8e2|8F| =o % {: 
2 fe 4 A a | a Es a |38 |) 6 | 2 |4A 
M. | M. M. $ $ M.| M. $ $ |p 
ALABAMA, 
65.0] —— 50.6) Alabama and Florida .....--.- 503,500 54.0 101,102) 37,866 
80 3} —— 58.1 Alabama and Mississippi 109,500 3 37 $1,852 
109.6) —— 57.8 Ala, and Tennessee Rivers...- 777,177 207,626] 111,232 
57.0| — 1713 Mobile and Girard.....-..-...| 1,500,000) * = |———j...-.-_-| 76,773} 21,00 
—| — 67.2 Mobile and Great Northern -. 
469,3| 13.5 49.4 and Obie... <. \IROROOO Ofc ces fe ete 1,402,858] 695,370 
88.5} 28.4 Montgomery and West Point. 922,622 505,156) 260,269) 6 
—|;— .5 North East and South West -.|----- ----|---- ----|———— | « «+= « w= | -- 2 eee ee 
ARKANSAS, 
—! — 801.4 Cairo and Fulton .... 22. co] enn = seen | cone ence | cen owcee| cone enon 
38.5] —— 107.5 Memphis and Little Rock -..-. 446,000 
CALIFORNIA, 
22.5} —— — Sacramento Valley........--- ‘700,000 230,251) 104,594 
ConneEoTiour. 
— — Danbury and Norwalk 96,50 77,028) 34,866|16 
a 75.1 Hartford, Provid. and Fishkill 1,810,500 859,141) 149,477|—— 
16 — Hartford and New Haven...-. 27,000 712,876 ,136|14 
— — 240| Housatonic ...........-..--.- 197,000 319,106) 77,038 
a —- 179| Naugatuck ..............--.. 289,750 209) 94,591 8 
— oa 29|N. Haven, N. London and Ston. 750,000 135,072} —_-—— | —— 
8.8 ——|New Haven and Northampton 500,000) 149,317) 149,317| 5 
— New London Northern 61,300 116,897) 102,722) 2 
1.0 a New York and New Haven.. 1,890,000 060} 301,979|---- 
7.0 —_— Norwich and Worcester 809,300 288,512) 108,626|—— 
DELAWARE. 
— NRE EAT ale 870,000 138,970} 41,466 
— Newcastle and Frenchtown -- —_— 22,308} 7,915) 64 
7 FLoripa, Z 
cool Florida and Alabama ...-.---- 195,000| 75,894) 619,112 7,857|  8,585|—— 
— Flo,, Atlantic and Gulf Central) ---------| ---< ----|——— | wnw + = 2 | oon e = enon | nee nnn | en oe e enne| none .| nnn en ne| none wane] cone enone — 
3.9 Pensacola and Georgia... ----|---------| ---- ----|———_ «+= + +-=- | «= 2 n= | ene oo | eon eo =--| 29,4 220 22 - | 222 === | nee oe ee 
Groraia. 
— Atlanta and West Point 126,000 418,036) 265,827| 8 
—- y Atlantic and Gulf—M. Trunk’ ----- <<<] 22.0 e200 || cow noone | coon n cone | cone enon | ace ccces| 80,0] 22. conn | coce onen| coc e cone —— 
— — Augusta and Savannah 129,500 168,988) 95,612)—— 
— 23.7 Brunswick and Florida -.....| 755,000) © j———| 161,887)... ..22.|_... .22.| nee cnc-| 21.0)... -20- | ono oe) ne one — 
oniewe — Central of Georgia (and Bank) 1,715,025) 764,574/10 
61.0 —_— Georgia (and Bank) ... 312,500 K 8 
—_— — Macon and Western - 19 
i — EAE. 249,000 8 
LL) — Savannah, Albany and Gulf ..| 1,386,634 10,200 ial 
1100.8 a South Western -............. 396,500 13 
.0) —— —_ Western and Atlantic....-.... own'd by —_ 
ILuinors, 
ae — Chicago, Alton and 8t. Louis - 4,500,000 4 
— — Chic., Burlington and Quincy- 8,814,516 
— — Chicago and Milwaukee 762,865 243,282) 135,284 
— 29.0 Chicago and Northwestern... 8,985,000 849,719; 414,828 
— Chicago and Rock Island .-..| 7,023,936 1,897,000 1,054,704| 415,971 
Fox River Valley ............ 90,000} a0 «wens lesen sores | SAO ccoc'enes loss sos) sees euce 
. — Galena and Chicago Union .-.. 8,414,702 1,720,896} 811,185 
— a Great Western......._....... 2,391,000 485,943) 181,529 
252.5 — a A EES ESE 15,277,500 2,965,758) 1 150,903 
— 81.5 Dlinols River .... 2... 2.00 coon) coer = ones | ence cone | 2 cnn - cone | once conus 
— — Ohio and Mississippi -.-...... $,202,403) .... cone | nee -----/148,0| 02. --0- | eon eno] 22-20 
Zeca Peoria and Bureau Valley ---. 600, & R. Is.) 125,000 
ae 129.0 Peoria and Hannibal .........|---------|.... -..-|—————="| -~.- . ---- | ---.----- 
ne Peoria and Oquawka..-.-...... 2,200,000} «00 nccn| s20e won 1186,0) 00 cnne | coun coce| noscece 
— — Quincy and Chicago.......... 1,200,000 Bur. & | Quincy. 
— Rock Island Bridge ...-..-...|---------|---- ---- |_| ..-- ----- ] -..------ & R. I 
39.8 Terre Haute,Alton & St. Louis 5,035,615 823,767) _... .... 
Inp1ana, 
Aare eae Cincinnati and Chicago 1,006,125 
— 73.0 Cincinnati, Peru and Chicago] ---- -----|.-------|.... ~---| ---------|--------- 
— — Evansville and Crawfordsville 1,219,100 
— — Indiana Central.............. 1,178,000 
20.2 — Indianapolis and Cincinnati -- 1,362,284 85) 834 
— — Ind., Pittsburg and Cleveland 1,023,384 277,952) 119,745 
ETES — Jeffersonville ....-...---.--.. 706,000 297,988) 121,416 
— ee -|Lafayette and Indianapolis --. 600,000) .... ....| 2,000,000} 64,0]... --.-|---- ----}...- ---- 
49.0 a .|Madison and Indianapolis .-.. 1,285,300 230,563} 99,080 
— — Louisv., N. Albany & Chicago 3,000,000 645,827| 371,40. 
— — Peru and Indianapolis ...-.« 820,000} 80,000) 2,000,000} 74,0|)........]--------|.....-.. 
oe — Terre Haute and Richmond -- ; 377,692) 216,184 
Iowa. 
— 201.5 ington and Missouri...-.. 665,000} 92,663) 1,542,768) 50,0|-.....-.|-------- salpciniiegien 
— — Chicago, Iowa and Nebraska.| 1 ,000 85,239) 46,771 
— 269.0 Dubuque and Sioux City -... 200,160) 81,779 
— 438.0) entral Air Line 755,000 
—_ 101.3 Keok., Ft. Desmoines & Minn. 570,000 458,821) 21,356 
— 57.3 Keok., Mt. Pleasant and Muse. 414,000) 60,452) 1,022,608} 11,2)... ....|.--.----|_...-... 
312.0 —. end Missouri...u.| 406,000) fm] nis nn beeen ccwn | conn cae | conn means [101 Ml enn cans lance noes acne cane 
Oovington ana Lexis 930 426,408 
— _|Co nm and ngton -... 2,930,000 5 227 
113.0 Lexington and Big Sandy --.. for $26,0 hibide emporio: ne 
0 ‘|Lexington and Danville 71,000 v. &| Lex. 
— 5| § Lexington and Frankfort .. 180,000 108,944) 48,26' 
-- Louisville and Frankfort... 414,519 245,911) 98,679 
— uisville and Nashville .... , 716,478| 371,122 
Maysville and Lexington soilonschapesin epeeiesl etiaoe ston me Cov. x. 
Lovrsiana, 
Clinton and Port Hudson .... eccacccce fans cane | seseccces| SRO coes cone [anes onnel Rebe amee 
ial Gidlw. 0. Op Srusas and Gi Wi esf'n| 3,954,420) 505,260 "566,000 “481,922| "323,649 
UU. T, Westn — 
-v= 205.0) 45| 87) 613). O, Jackson and Gr.Northern| 5,570,452/1,040,752 555 434 
Vicksburg, Shreveport § Tezae\ 1,662,601! *, 248,960] 108,484) 



































RAILROAD SHARE LIST, including Mileage, Rolling Stock, ete., ete. 


An asterick (*) occurring in the column headed “ Rolling-Stock,” signifies that the cost is included in that of “Railroad and Appurtenances.”” A dash (—) signifies “ni, 
Running dots (....) signify “not ascertained.” Land-Grant Railroads are in “italics.” 




















Earnings. 


rogress or 
ted. 


Equipment. i Abstract of Balance Sheet, 
Cars, Property and Asseta, Liabilities, 


=) 








? 


incl. 
eto, 





Sidings. 
pro: 


id] i 


din 
foreign 
works. 


assets and lia- 


bilities. 


Road 
road 


Lateral and 

Branch Lines, 
Rolling- 
Stock. 

incl. all other 


motives with trains, 
Dividends, 


Invested in 
Share Capi- 

tal paid in. 
Balance Total 
Price of shares, 








— | Main Line, 
4 2nd Track and 
E Mileage run by loco- 


Hell 


Passenger. 
Freight, etc. 
and 
* | Appurten- 
ances 


> 

a 
E 

? 


MAINE, 
Androscoggin 
Androscoggin and Kennebec ~. 
Atlantic and St, Lawrence-...| 6, 
Bangor, Oldtown and Milford. 
Kennebec and Portland 
PORGNSON ccccnepceceaconecen| |Saiy 
Penobscot and Kennebec 
Portland,Saco and Portsmouth 
Somerset and Kennebec 
York and Cumberland 
MARYLAND. 
Baltimore and Ohio 
Washington Branch ~ 
1,410| Northern Central 
MASSACHUSETTS. 
80) Berkshire 
566/ Boston and Lowell .--..--.-..- 
606/ Boston and Maine 
210) Boston and Providence 
295) Boston and Worcester .....-.. 
109/Cape Cod Branch 907, 
331|Connecticut River 
429) Eastern 
moe EMROE. jp caiwoce ocon cove case snee 
655) Fitchburg 3,189,85 
37|Fitchburg and Worcester -... 
——|Hampshire and Hampden-....| 596,651 
3} 27\ Lowell and Lawrence -... 
324|N ashua and Lowell 
146|N ew Bedford and Taunton...| 553,01 
——/|Newburyport ......--....---.| 597 
——|N. York and Boston Air 
858/Old Colony and Fall River -.-. ied 
1\Pittsfield and North Adams..| 432, 
808| Providence and Worcester ...| 1,442,4 256,521 
1\Salem and Lowell 381,4 
17|South Shore 462,1 
——| ——/|Stockbridge and Pittefield....| 448, 
144'/Taunton Branch 
——/|Troy and Greenfield .-...-.... 
192} Vermont and Massachusetts - * 
1,183) Western (incl. Alb.& W.S. etc.) * 
Worcester and Nashua... -... * 
MICHIGAN, 
Bay de Noquet and Marquette.|---.-----|---...-. shes sivntaiar th aletnineie ents Naiiiiuasiil aidinen agatodites 
Chic. Detroit & Can.G.T.J une, t and . Tr’k R.|R. Co. of |Canada 
Detroit and Milwaukee 
Flint and Pere Marquette. ....|---.-----|.......-. num aennn igimmmwhiahd 
Grand Rapids and Indiana..-|---------|-------- core e nenn|o enne cone 
Michigan Central * 6,057, 7 
Mich. S'th’n & N’th’n 9,750, 
OTE SEED GI BEGG ich econ nance! aptie 4ee | atin satin |eson conan apace mies 
MINNESOTA, 
Minnerota and Pacific 
Soutnern Minnesota 
Minneapolis and Cedar 
Minnesota Transit ........... 
Root River Valley 
MISSISSIPPI. 
Mississippi Central....--..-.- 
Mississippi and Tennessee .-.. 
Southern Mississippi 
Missouri, 
Cairo and Fulton. a Se Pa 
Hannibal and St. Joseph * 
North Missouri....-..--..----| 5,0384,1 
Platte County 
PUES ntireocncsencctn aitinanen 626,35 
South- Western Branch ROE NIE Mae 
St. Louis and Iron Mountain.. 1,971,127 
New HAmMpsHrre, 
Ashuelot 
Boston, Concord and Montrea 
Cheshire (preferred) ak 822,267 
Cocheco * 
Concord (par $50) 
Concord and Portsmouth .... 
Contoocook River 
——|Eastern 
Great Falls and Conway ..... 
Manchester and Lawrence-... 
Merrimac and Conn. Rivers 
Northern New Hampshire -.. 
Sullivan 
New JERSEY. 
$1 Deo, 60 a Belvidere Delaware 
31 Deo, 61 Camden and Amboy 
Camden and Atlantic 
Central of New Jersey 
Long Dock 779, 
Morris and Essex -....... RSS 
Now Jersey.......... ....--- 4,397 
Northern New Jersey nigh cunt lines inti site aan 
Paterson and Hudson ........ by N. 
Paterson and Ramapo........ by N. 
TOY SG isaiesesti nine tiateuicane conn eure cows 


W eat Jersey Fees Cees ores Pee 


81 May,’59 
31 May,’61 
$1 Dee, '60 
30 Jun, ’59 
80 Sep. '61 
31 Dee, '59 
31 May, ’6i 
$1 May,’61 
$1 May, '59 
$1 May, ’61 


30 Sep. ’60 
30 Sep. '60 
31 Deo, ’61 


30 Nov. ’61 
80 Nov. ’61 
$1 May,’61 

30 Nov. ’61) 4 
80 Nov. ’61 
30 Nov. ’61 
80 Nov. ’61 
30 Nov.’61 
80 Nov.’61 
80 Nov. ’61 
30 Nov. ’61 
30 Nov. ’61 
30 Nov. ’61 
30 Nov.’61 
20 Nov.’61 
30 Nov.’61 
30 Nov.’61 
80 Nov. ’61 
30 Nov.’61 
80 Nov. ’61 
30 Nov.’61 
80 Nov. ’61 
80 Nov. ’61 
80 Nov. ’61 
30 Nov.’61 
30 Nov. ’61 
30 Nov. ’61 
30 Nov, ’61 


1 Jun, *59 
80 Sep. °59 
30 Bep. 60 
31 May, 62 
31 Mar, ’62 


Bol 


| eli 
° 
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asterick (*) occurring in the column headed “ Rolling-Stock,” signifies that the cost is included in that of “Railroad and Appurtenances,” 
od , Running dots tan “not ascertained.” Land-Grant Railroads are in “italics,” 
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RAILROAD SHARE LIST, including Mileage, Rolling Stock, etc., ete. 

















A dash (—) signifies “nil, 

























































Railroad. | 5 Abstract of Balance Sheet, 3 2 g 2 
oe 
z Property and Assets, ads es) 34 
Rr 2% EG i = gga Bu| 2 
4 |g ltslygleg| |i ¢ a}. l4e.| #4 | 22 cog les| ge < 
a | ai2 ele ls) © Companies, Boig| #4 |ehs| Ss | 25 aegies = 
¢ | 3 | SS/ES| 58] 8/8 2 EEBS| =8 |fs5| Se | Es 2 2=\o3| 88 3 
2 = |e = s| aéaa| = SES | 26 | o So Ssaenl|ys| $F = 
¢ | a lAEl7/3 |8/8| 3 a 5°| a@ | eae] ao | ba $5935 |85| 33 
bp 3 | # Pa fa | fe 4 4 7) a a @ | Se A 
M. | M. M. No} No. M. M. Pp. ¢. 
New York. 
30 Bep. ’60) ——| —— 140.0 ——|Albany and Susquehanna ---- 
30 Sep. 760} 32.9} —— —— 12) 653|Albany and Vermont ---. ---- 1 
30 Sep. 760) 38.3) —— ——|Albany and West Stockbridge 
30 Sep. ’60) 34.9) —— 7 89|Black River and Utica -..2...| 1 
30 Sep.. ’60} 14.8] —— —|Blossburg and Corning... ---- 
30 Sep. 760) 14.5) — ——|Brooklyn Central and Jamaica! 
30 Sep. ’60| 24.7) 0.9 5.5 ——|Brooklyn City-...........-... 
30 Sep. 761/142.0) —— 18.5 402|Buffalo, New York and Erie - 
30 Sep. we 68.3] —— — 827 Poe prey oan sae slip ial 
30 Sep. 34:6) —— ——)|Cayuga and Susquehanna --... 
30 Sep. 760) 17.4) —— ——/|Chemung -....- be i Geethtahee Sedu 450,000) opejr. by Erjie, 
30 Sep. '60| 46.8) —— — 83|E!mira, Jefferson & Canand..| 500,000|——-|__|_ 500,000}__..__.._|_--.-.-- 500,000) ope|r. by Erjie. 
30 Sep. ’60) 17.3; — ——|Hudson and Boston (West’rn) 7 
30 Sep. °60)144.0) —— — 554) Hudson River-_...........-... 
30 Sep. '60) 84.0) 2.5 — 7 i aa = 
0 Sep. °61)297.8|258.1 — New York Central_..--..--.. 
30 Sep. ’60/446.0) 19.0 —— New York and Erie_.--_.-... 
30 Sep. 760\138.0} 2.1 woe New York and Harlem ---.-. 
30 Sep. ’60| 8.0) -—— woe New York and Flushing---.. 
30 Sep. °61| 99.0) — cities Niagara Bridge and Canand. - 
30 Sep. ’60/118.0) 3.8 — Northern (Ogdensburg) -. .-.. 
30 Sep. ’60| 35.9] —— — Oswego and Syracuse --..--.- 
30 Sep. ’60) 75.4) —— — Pottsdam and Watertown---. 
6 Sep, ’60) 25.2} —— + Rensselaer and Saratoga ---.. 
80 Sep. °60) 18.5) — 21.3 Rochester and Genesee Valley 
30 Sep. ’60) 18.0) —— a Sacketts Harbor,Rome & N.Y. 
30 Sep. 760) 21.0) —— _— Saratoga and Schenectady ---- 
30 Sep. ’60) 40.8} 6.7 —— Saratoga and Whitehall -.-..- 
30 Sep. ’60) 13.0) —— —_ Staten Island ................ 
30 Sep. ’60) $1.3) —— -— ae and Binghamton... 
80 Sep. 760} 31.9) —— — roy and Boston .....-...-..- 
30 Sep. ’60) 6.0) —— Troy and Greenbush -- 
80 Sep, 60) 21) —— —— Troy Union ......... 
1Jan. ’62) 104} —— 30.0 Warwick Valley 
80 Sep. ’60| 96,7] —— Sea Watertown and Rome -----.. 
Nort Caro.ina. 
$1 May,’60| 94.9; —— Atlantic and North Carolina - 
e= «= '58/223.0| —— North Carolina ..........-..- 
-- -- °59) 97,0} —— Raleigh and Gaston ..-...---- 
30 Sep. °60/161.5| 15.0 Wilmington and Manchester - 
30 Sep. 59|161.9 Wilmington and Weldon---.. 


e- «= 58) —— 
81 Dec. ’60/118.2 
1 Aug. ’61/137.0 
$1 Mar. 62) 60.3 
$1 Dec, ’60} 30.0 
1 May,’59/131.8 
31 Dec, '60/135.4 
31 Dec. 60) 67.0 
31 Dec. 61) 95.4 
80 Nov. ’58/101.0 
31 May °62/109,2 
31 Dec, '58| 61.4 
31 Dec, °58| 72.0 
80 Nov.’61| 54.5 
31 Mar, 61/144.0 
31 Aug. 60) 36.6 
31 Ang. ’58) 16,0 
1 Nov. ’61) 45.0 
-- -- 769} 36.0 
31 Oct. ’61| 32.0 
80 Nov. 58) 13.0 
80 Nov. ’61/ 83, 
31 Jan. '62\182.0 
30 Apr. '61/192.3 
31 Ang. ’58/117.0 
80 Jun. 61/153.9 
31 Dec, ’60\116.0 
30 Nov.’58| 55.6 
$1 Aug. ’58| 19.5 
30 Nov. 58} 49.8 
81 Aug.’61/242.4 








31 Jan, 61) 45.0 
31 Aug.’59) 20.5 
31 Dec, 61) 63.5 
30 Sep, 61) 52.5 
81 Dec,.61/110.8 
30 Nov. 59} 36.3 








Western North Carolina 


Central Ohio 
Cinc., Hamilton and Dayton... 
Cine, and Indianapolis June. - 
Cinc., Wilmington and Zanesv. 
Cleveland,Columbus and Cine. 
Cleveland and Mahoning 
Clev., Painesville & Ashtabula 
Cleveland and Pittsburg ----- 
Cleveland and Toledo 
Clev., Zanesville and Cincin. - 
Columbus and Indianapolis ..| 2 


LLL | 


LEI 





|\Sandusky, 





: 


Hel tit TL: 


— 
i) 
-.) 


BEIEILIILL 
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lel 





























OxI0, 


Atlantic and Great Western-. 


Bellefontaine and Indiana -..- 


Columbus and Xenia 


Dayton and Michigan -....-..- 


Dayton and Western. .--..-..- 
Dayton, Xenia and Belpre---- 
Eaton and Hamilton ~~... -..-. 
Fremont and Indiana 
Greenville and Miami 
BOG cuuticase ond 
Little Miami 
Marietta & Cincinnati, re-org. 
Ohio and Mississippi ---.----- 
Pittsburg, Columbus and Cin. 
Sandusky, Dayton and Cine. - 
Mansfield & New’k 
Scioto and Hocking Valley--- 
Springfield and Columbus-.--.. 
Springfield, Mt. Vern, & Pittsb. 
oledo and Wabash---......- 
PENNSYLVANIA, 
Alleghany Valley ---..--.--.-- 
Beaver Meadow...--.-......-- 







Cumberland Valley -.---- .-.- 
Del., Lackawanna and West’n 
East Pennsylvania -...--..-.. 
Erie and Northeast -.-....... 
Harrisburg and Lancaster-... 
| rn ee ae 
Huntingdon and Broad Top -- 
Lackawanna and Bloomsburg 
Lehigh Valley -..--.-.--.-... 


Little Schuylkill ~....-....... 3,299,600 
Lehigh Coal and Navigation... 
Mine Hill and Schuylk. Haven 
North Pennsylvania.......... 


Pennsylvania -.-.--...--..... 
Phila, and Baltimore Central. 


P Germant’n & Norrist’n 


29)i00) 665\Phils,, Wilmington and Balt, 











¥ | Price of shares 



































































































































































































































= 













































































































































































































































































Ton 7181 744,426 





596 AMERICAN RAILROAD JOURNAL. 











RAILROAD SHARE LIST, including Mileage, Rolling Stock, etc., etc. 


An astertck (*) occurring in the column headed “Rolling-Stock,” signifies that the cost is included in that of “Railroad and Appurtenances.” <A dash (—) signifies “nil 
Running dots (.-..) signify “not ascertained.” Land-Grant Railroads are in “italics.” 








Railroad, Equipment, Abstract of Balance Sheet. Earnings, 











Property and Assets, Liabilities. 





d eto, 





rogress or 
© 
i 


fe 


cted 
rated, incl, 


2 
2S 


ABE: 


Track and 


Sidings. 
pro 
and 


Lateral and 
Appurten- 


Branch Lines 
ances, 


ad in 
incl, all other 


assets and lia- 


Passenger. 
Railroad 
tal paid in. 
Floating 
Debt. 
bilities. 


Engines 
motives with trains, 


4 | 2nd 
z | Ro 
Z| 

' 

Invested in 
foreign 
works. 

Share Capi- 

Balance Total, 

Road o 
road 

Dividends, 

| Price of shares. 


Z| 








4 | Main Line, 
a | Freight, etc. 


| 
Tee 
rd Mileage rum by loco- 


an 
s 
f<] 
=] 
? 





$ 
PEeNNSYLV ANIA, ( Continued.) . ° . $ 
; : 59) Pittsburg and Connellsville ..| 2,828,895 4 |. 1,500,000! 85,312) 3,426,836 11,408} 70,228 
31 Dee. "611467. 1,261| Pittsb’g, Ft. Wayne & Chicago : ,249,433'10,264,995/1 $47 323)18,999 581 2,434,641/3,031,787 
30 Sep. '59/ 31, ----| Pittsburg and Steubenville -- - j 280,000) 
30 Sep. '59) 54, 3. 26/Schuy/kill and Susquehanna... 
30 Sep. '59/ 9,2) 15.3) 14. —|——|Schuylkill Valley 
31 Mar. ‘61 t . |\Shamokin Valley & Potteville| 1,241,487 
. "59 . 2, . ---~|Sunbury (Phila.) and Erie.-..| 6,393,712 
.’59) 29. 5) 31.9) 3} 127)Tioga 703,349 
. °59) 26. 2. 2 Westchester and Philadelphia} 1,410,638 
op. '60) 78. 125 Williamsport and Elmira --..| 4,050,314 
| | Rope IsLanp. 
60) 60, 2.0) ——t 19 17} 103/N. Y., Providence and Boston! 2,158,000 
61) 13. | 0.5) ——|—| 3) 5/Providence, Warren & Bristol! 448,666 
: l “a SourH CaRo.ina. 
. 58 .2 5) ----/182.4 2|— “o/Bine Ridge 2,126,539 ————| 1,916,515) 9 217,577; 
. 58) 54. one 47.4} 4) 8} 2l\Charleston and Savannah ....| 801,615 7 706,365} 195,266 
. °58 ----|——| 13, 9} 176)Charlotte and South Carolina, 1,719,046 * 1,201,000} 384,000 


81 Oct. ’61 





BK 
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' 
' 
‘ 





ig 














= 
oa 


Hi} 

















68) 40. ----| ——|_..|-.-| ---=|Cheraw and Darlington * 


7 7 

. 69/143. |...|---} ----|Greenville and Columbia $24,161; ———— 1,145,000 
----|Kings Mountain * || 200,000 
$1 July '58) : | ----| Laurens 
28 Web. '59 } -~-|---| ~z--| North-Eastern 
31 Dec. ’60 136.0/106.0) 2 790| South Carolina 
$1 July '58) 25.1; —— . Spartanburg and Union 
TENNESSEE. 
30 Sep. 60) 47.6) —— |-..|---| -->-|Central Southern (Tenn.) --..| 1,021,439 
1859... ---|1....| — f | 14) Edgefield and Kentucky 857,947 
1859... -...| 30,0} —— 8) 2| 171) Kast Tennessee and Georgia..| 3,637,367 
1859, .. -..- 140.0] —— er 10} 10) 28) Kast Tennessee and Virginia .| 2,310,033 ——_+ 7 

271.6} 19.4) ——| 43| 37} ®67/ Memphis and Charleston 5,866,578 j 1 873,597 

000 

















~|271.6| 16.0} 20.0} 3.9] 9) 5 242) Memphis and Ohio.....------| 2,259,267 
100.0) ——} 30.6) 55.8|/-/—-| ~~~ Memphis, Clarkesv. & Louisy.| 2,000,000 ) - : 
59.0} ——| | 40.1) 7 5 119 Mississippi and Tennessee -..} 1,187,400 * , . 69,870 60,029 
47.4|-——| 2.3) |; 4 & »| Mississippi Central and Tenn.| 892,710 3| i 64,175) 83 44,666 
1859...-...| 34.2; ——| 7.0; ——/ 12) ¢ 81) McMinnville and Manchester.| 533,807 3,816 406,000 5,000 34. 13,892 
40 Nov.’60)149,7) 44. 7.9) ——| 39) 17 319) Nashville and Chattanooga...| 3,632,882 * 8 
| ae —| —| ----| ——|—-|——| —,,| Nashville and Northwestern - 
45.8 4.2) 11.7 | 32/Tennessee and Alabama ..... 
1859, ...-..| 30.0 0.6; 8.0} —| ——~| Winchester and Alabama -.... 
Texas, (all aided by State). 
«= °'68) 320 ----|158.0 ~---| Buffalo Bayou, Braz.é& Col’r’do 
on wm anaes --~~| 184.0 | ~---\Galvest., Houst. & Henderson 
«= -- *°60| 50.0 1.5) 75.0 « |Houston and Brazoria......-. 
1 May '60) 70.0 6.0|280 0 124) Houston and Texas Central ..| 4,232,345 
ao = 8 BO ae lL ----|San Antonio & Mexican Gulf- 
ee «oe 59) 28.0 | |- ----|Southern Pacific 
" VERMONT. 
$1 May, ’61| 90,7) 8.6) 19.6 183) Connect, & Passumpsic Rivers| 1,514,132 000 90.7] 118,219 
31 Aug. '60/119.6| 13.0] —- 600) Rutland and Burlington 3,989,708 349 440 



































Holt 












































31 Aug. ’60) 62.0) 4.0] — s} 174) Rutland and Washington -...| 1,771,683} * 950,000 62.0| 142,839 


31 Aug.’60|119.0 | 20.0] —— 28} 885) Vermont Central_.-..-------.| 8,402,055 3,853,000 10,276,299/166.0| 706,817 
31 Aug. ’60| 47.0 | 28)—/—}| —~| Vermont and Canada 1,350,695 ,000 | ——_——— 1,380,695 r. by Vt. 
81 Aug. ’60) 23.7;——| 0.7;——| 3) | Vermont Valley 1,212,274 2|\—————_|__ 516,164; 793,200 23. 47,950 
$1 Aug. ’60| 54.0} 10.5) --..) ——|-_-| | Western | een cadecccceqn|, pape, |= ® 832,000} 700,000 r.b. Troy 
IRGINIA. 

31 Aug. ’59) 41.3) —-| —— 122.1}|-——|— | Alex., Loudoun & Hampshire| 1,492,194 ,000|—_—-——-| 1,403,018 86,188} 88,131 
30 Sep. °59) 77,8} 8.9 3.8/105.6) 9) 6) 221)/Manassas Ga | 2,942,548 ,680| | 2,969,861} 775,500) 118,789 
30 Sep. ’59| 79% | 48 —| 5| 2) 75|Norfolk and iwcbers 2,006,873 | 1,500,124) 590,610) 155,161 
80 Sep. ’59)103. | |-———| 8|—/|——|Northwestern Virginia....-..| 5,322,150 ° 468,605) 5,719,229 

30 Sep. ’60) 88, ' 16, 16) 175|Orange and Alexandria 063,655} 2,517,500 
30 Sep. 59 . | 19) 13) 279) Petersburg and Lynchburg-..| 3,040,636 1,365,200) 1,851,500 
80 Sep. 59) 59 ¢ 3) |- 14\ 17| 131) Petersburg and Roanoke 1,223,526 - —— | 883,200) 102,500 
30 Sep, ’60/140.5| 2.7) | 28) 30) 418)Richmond and Danville 3,726,037 981, 1,200,000 
30 Sep. °59| 75, | 45 11) 10) 196)Richm., Frederick & Potomac] 1,985,579 
30 Sep. ’59) 22.: | 5.1/——| 10) 7 188|Richmond and Petersburg ...| 1,222,523 
30 Sep. '59 . .2) 14.6) 2) 23/Richmond and York River...| 704,840 
$1 Jan. '60| 80, 161|Seaboard and Roanoke 1,469,246 
30 Sep. °60/178.2 228! Virginia Central 4,952,753 
30 Jun. °60)204, .4) 10,6) —— 39} 27; 374 Virginia and Tennessee 

30 Sep. °59 2.5 on 5; 4) 49 Winchester and Potomac .... 











PLETE TL 
































” 











~o-ls{ [|| 


WISCONSIN. 
5. a9 ’ 2.0/121.0| 38 40) Kenosha and Rockford ——-| 800,000 . r 

24,9] —|...|-.. Mihoaukee and Minnesota... i eee ; 756,476 
ecce | 5| 10) 5|Milwaukee and Chicago 
----| 27.8|...|--.| ....|Milwaukee and Horicon 
28.3) ——| 45| 37| 648) Mili’ kee and Prairie du Chien 4 1, 
-- 57 ected GE cles Milw., Watertown & Baraboo ) 845,861] 132, 50 121,401 
10 May,’61 ----| 388} 8) 7 Racine and Mississippi 2,705,720) 1,417,000 220,850 
= w= ‘68 ----| 55.0|—|— Wisconsin Central 600,000 by |Fox Rivier Vall. 




















CANADA. 
31 July 61 —| 31] 27) 40 |Buffalo and Lake Huron — 16,10} 400,075|1,771,780 
ao a | 16) 17 214) Montreal and Champlain 81.0 susSeare 
<- = °59) 87. -0| 72.0) 2) 2) 17/Brockville and Ottawa 2 -en- wnee 48.0 
30 Sep. °58 .0) 78.0/204|130/2,399|Grand Trunk ————_ 15,603,128 —_—— 761.0 
-- 159/229, ——| 87/126|1,689|Great Western 14,054,908) 8,480,84 '357.0)1,360, 
_ . | 2| 2) 62)London and Port Stanley 24.0) 37,081 
eo . | | Northern (0. 8. 4 H.).-.--... 96.6} 254,530 
_ | Ottawa and Prescott -| 54.0) 89,222 
a . 25.0} .200 w-2=| --22 ener 
| New Brunswick. 
81 Oct. . | European & North American 564 ——| 4,637,852 108,0]......--| 130,678 
1July,/61 aee=|-e0|--0| aees| Now Brunswick and Canada.) 1, ———| 1,380,000 136,000) 1,709,282] 60,0)....---.| 132,555 
Nova Soorta, 
31 Deo, 61 60,1)...|..-| ....| ova Bootia Pccan neu tinbs Cand a nanath ls techbll at Ais ll 61.5}... ---.| 120,918} 26,808) —— 
BW GRANADA, 
31 Dec, '60} 48.7 tl ecahiil cxsal ADEs nne cmp wammeenncinits 5,000,000} 2,409,000|_—-=| 80] 48,7) ener anne (1,589,859'1,110,652! 12 
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New York Stock Exchange, 
Actual Sale Prices for the week ending July 30. 
Th.24. F.25. Sat.26,M.28, T'u.29. W.30, 

















Feperat Srooxs:— 
ue & on Fea tree mort vane woos 864 .---0 
. 8. 56, 1874 -.... 2 864 "$68... 
U. 8. 58, 1865 - —-- = aus ee ee ae 
- 8. 68, 1881. reg. --.. 98 98} 99 “98% “98, 9 
U. 8. 68, 1881, cou..... 98 
UB Stat cou Oh toh yo eh 
mana tay race pion 
U. 8. 6s, 1868 _..-.--.. 98 mn or ce 
fi ‘Treasury 7 3-10 Notes 102 102; 103 103 102% 1023 
orare Srooxs :— 
California 7s ....-.... 94 3 
Georgia 68 ....-...... 7 aes = a 
ene ee 
“ Canal bonds -.... SIN a OEE 3 Eh od 
Ilinois War Loan .... wel RET area 2 
| ee EE See a iy adit ‘eed fie 
eee GINGER iia: QE Aesuirse!) To. Saas 
entucky 6@ ............. peer anos 
Louisiana 68 -.... 2.22... Sates feusd ii ea zal 
pe ee ea hate elise. tildbs cat 
Michigan 6s -.-.. ..2..... GED ess eR aaa eat ee 
Minnesota 86 ...........- one!’ sete” eeeb'~ den” “Sead 
Missouri 6s .......... 46 47 47 46 46 464 
Do. iss.to H.@&8t.J.R. 60 2... GO nc. cece cone 
NO I I ks) Acute) ii wtleh |, ducer) ecae” catia 
North Carolina 68... a 
South Carolina 68... saa dean 
GNSS sithisl tdntiiors garten “ean | aeitihe  eatt « salkatoad 
Tennessee 68, 1890.... 49} 50 504 S50§ 50 50% 
Virginia 6s... encwecotese cuse. suas ctus coow (8 
RAILROAD SHARES :— 
Buffalo & State Line...... eet Ede 
Onicago, Burl. ew) ee ee 
icago and Rock Isl. 64 4 63% 629 634 
Clev., Col. and Cin........ prod s pes 1st 119 
Clev. and Pittsburg ...... 214 21} “213 - 213 
Clev. and Toledo. -... 47h 474 474 474 -- 74 
Del., Lack, and West 93° ..- = 94 son ; 
Galena and Chicago... 6832 68$ 684 684 “673 ry 
Hudson River ....... 48% .... Ce nso, & 
[ilinois Central (scrip) 574 57 56 56% 56 # 
Michigan Central -... 60 604 59¢ 5 59% ©6045 
M.8.and N.I.guar’d, 65f 56% 554 55g «544 56 
M. 8. and N. I, ....... 269 25 , eee 
Mil. and P. du Chien ~~... Se GEE aces ae «6 
M.and P.duC.lstpref..... 90 .... .... .... 90 
M, and P.du C. 2d pref. .... ee eo 
ed se ee ea te BP 
Mow cereey Ceomtrel.nnnse cane, MER cee ccen ce 
New York Central... 925 93 92 93 92 934 
) a EN Se SRE 33g 34% 34 34 33% 34 
re 624 63 62% 62% 62 62% 
N. York ana Hariem.~ 144 144 14 144 146 145 
aa) ee a ee eee 
BRGEES sectccemeesccDDD SOR sacs ceen, axon IO 
Puen, OG MenGegicerceen «686 lence cece cess cnn 
Toledo SPORE skcatiun com «cos coos sade! dak 
« A ee ee 
RAILroaD Bonps:— 
Buff.,N.Y. & Erie 1M. 85} 
Chie. and N.W.1st M. 60 ae 
“6 ad M. 28 o7 
ity “ % 93 
Cl. & Tol. 8.F.7 a oe “91h 
Ohi., Bur. and Q. 8 p.c..... Pia. 
Ohi.and R.I. 1st M.’70 2... 1. wn. 22. nace 108 
DTG WRU P.O. Ca Wewce snes wore ance ceee aacc 
“ ee ee ea ee 
Gal. & Oh.1M.7p.c.’63-105 105 -... 105 -... 106 
SEER. Mletes sone ce cme em OE 
en & Bt.5.DONdG.cenre nace cane cece ence | 45 
Hudson DTC ness “dies, Que cuem cade eden 
2M.7p.c. 60 oom wae “ dene 'Ghuw ‘Sage’ “Shak 
ss SNL Penn. cane -- nene’ eee ions 
“ sink tana visisiinity nite: <ahaitan,. “aianas  dinaaias at 
[ilinois Central bonds-..... citi GE wen . 95 
La Crosse & Mil. L. G.---. be came “eun. deem . come 
Mil. and P. du C.1lstM, 92 92 ....  ... 93 
Mich.Coen.8.F.8p.0.’82 .-.. .... ccc ware 104 ...- 
1c ORR IP NEE. OTR. accn: weew: snes cae 
M. 8. &N. 1.1M.8.F...... © eens, cose com nie 
BM. wcpeaccoese GS 8B 814 
N. J. Central Ast Mo... w.22 ance esate 
SE Mesee-ne neiig, “ene siioas 
N, y. O.6p.0.00Ttl763.0226 cane wece wane cone cnce 
‘© 1 M.7p.c.’64.. cnn aus, DO iene gaged 
“ bonds 1876.... ecce cece case cece 109 
N, ¥. 436.1 M.7 p.0.°67 wcne cane cece cece ance cncs 
eee eee SOE: .cnae . ew. cner-:aene 
“ 8 M.7p.c.’83.-.. 984 97% 98$ .... 98} 
“ 4M.7p.c.’80.... 88; 88% .--. 90 90 
“ Pa See ee een 
N.Y. &Hi 1M.7p.6.'73 ---0 ---- ---- 105$ -.-. -..- 
“ 2 M, 7p. c. 64 .... -<-<-- coon core o--e eoce 
cy ) 8 ee 
Pitts. FLW. &Chi., IM.93 92% 924 924 92 924 
5 ee | 77 76% 
“ iti “ < RE Sr ar ea selagee- 
Terre H.& Trae 1 os even eves coco 105 106 
2M. 80 . Sl cw were 80—“nw- 
Toledo & Wab.1M....... .-.. 93 92 91} 
= <24..c3 Gt. 6. GB... ue, &@ 
MISCELLANEOUS :— 
American Gold ...,..1184 115$ 117 117} 116§ 115} 
Del. and Hud, Canal..... 95 an. one 95 ---- 
DURUM cdutsnene cen. Ob cone 08  ccoo 
Pacific Mail 8. 8. Co, “1074 1094 1108 112 111 IJ1lg 





The following are the closing prices in the 
London Market on the 19th July: 















United States 5s, 1874 -....-.-.- --x.c. 738 to 76 
Maryland 5s..... ....~--- ---- ---- ome, 7. ae 
Virginia 65.226 .2c. cone coon cone coos wn nee cons “ 46 
Atlantic and Great Western, N, Y. sec., lst 
mort., 1880, 7 per cent....---.-.---- ai c 61 “ 68 
Erie shares, ex assessment scrip-...----..-.. 28 “ 29 
Erie shares, 7 per cent. preference .---..--... 50 “ 52 
Erie shares, assessment scrip -------- -..- ---- Mit 5x8 
Illinois Central 68, 1875 cnc cone enneeneeee---- 10 “ 75 
Illinois Central 7s, 1875 --.. ---- ---. ---- -- x.c. 764 “ 77h 
Illinois Central $100 shares, $90 paid, dis. ....49 “ 48 
Illinois Central, all paid .... ---- ---- --------- 41. * @ 
Michigan Central 8s, Convertible, 1869 -...... 80 “ 82 
Michigan Central Sinking Fund $a, 103 ...00,9% * & 
Michigan South. and North. Indiana 7s, 1885. 76 “ 178 
Do, do. do. $100 shares. 19 “ 21 
New York Central 68, 1883 ..«.« ---. ---- ------ s * @& 
New York Central 7s, 1864 -.-.-...-...--x.c, 80 “ 82 
New York Central 78, 1876 -... ---- ---. ---- -- 8 “ 87 
New York Central 78, 1876 -............-..-. 8 “ 87 
New York Central $100 shares --...-...-...-. 73 4% 
New York and Erie 7s, 1867 -..--. ..-. ....-..- oe, % 
New York and Erie, 2d mort., 1859 .......--. 87 “ 89 
New York and Erie, 3d mort., 183, assented... 75 “ 177 
New York and Erie, 4th mort. ...-.--00----- 69 “ 71 
New York and Erie, MN Wasi. <5. cssse en ccss GIOVE 
New York and Erie Bonds, 1862,’71,’75..-.. -. “ -- 
New York and Erie shares assented clean itn @ ‘se 
Panama, Ist mortgage 78, 1865 -....-..-......102 “ 104 
Panama, 2d mortgage 7s, 1872..-. .... -.-- ---- 101 “ 103 
Pennsylvania Central 68-.-...--.. .... ---.. x.c. 80 “ 82 
Pennsylvania Central 2d mortgage-.-..-...... 88 “ 85 
Pennsylvania Central $50 shares -... ..-...-.- 38 «40 
Philadelphia and Reading $50 shares......... 20 “ 26 
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Our City Passenger Railroads. 

We give below a statement of the length, cost, 
indebtedness, earnings, etc., of the passenger 
railroads of this city and Brooklyn, compiled from 
the reports of the several companies made to the 
Legislature for the fiscal year ending September 
30, 1861. 

The city lines in operation are seven in number, 
comprising the Brooklyn City, the Broadway of 
Brooklyn, and the Second, Third, Sixth, Eighth 
and Ninth Avenue roads in this city. The statis- 
tics of these works furnish some interesting and 
instructive matter. 

The whole length of these roads is 76.7 miles; 
but including double track and sidings, it is 140.5 
miles. The number of cars is not given on the 
2nd Avenue road; on the other lines they number 
529, of both kinds. Those on the 2nd Avenue 
will probably bring this up to 625. 

The total cost of these roads is returned at $5,- 
838,489, exclusive of horses and cars, or $6,642,- 
833 with these, giving an average cost of $47,280 
per mile of single track. The weight of rail used 
varies from 56 to 95 pounds per yard, and will 
probably average 80 pounds. 

The entire obligations of the seven companies 
amount to $6,498,440, of which $5,365,360 con- 
sists of stock subscriptions actually paid in. The 
debts, therefore, as compared with capital, average 
only about twenty-one per cent. This presents a 
very marked difference from the relative magni- 
tudes of the two classes of obligations on most of 
our railroads. 

The number of miles traveled on six of these 
horse roads was 9,950,088, to which should be 
added probably 1,000,000, the estimated mileage 
on the 2nd Avenue. This would make an aggre- 
gate of nearly eleven millions in all.- The total 


904] number of passengers carried amounted to 44,- 


167,460, showing that each car carried about four 
persons on the average, or that the gross earnings 
were about 20 cents per mile traveled. The 8rd 
Avenue passengers per mile averaged 5,91; the 





8th, 8.86; the 6th, 3.75; the 9th, 2.18; the Broad- 
way of Brooklyn, 2.31, and the Brooklyn City, 
3.67 per mile traveled. 

The gross earnings of these roads amounted to 
$2,202,110, or $28,710 per mile. Of the gross re- 
ceipts three-fourths were disbursed for working 
expenses, whtch included the purchase of horses 
and mules to replace those that had been used up 
in the service, The net earnings were $547,484, 
or $7,138 per mile. 

The 3d, 6th and 8th Avenue roads declared 
dividends of 12 per cent. each, the 2nd Avenue 6; 
the Brooklyn City, 8, and the Broadway of Brook- 
lyn, 346 per cent. during the year, The 9th Ave- 
nue bas not yet commenced the distribution of 
dividends. 
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e “The earnings, expenses, &c., of the 4th Avenue 
road being included in those of the Harlem, we 
have not been able to give them in the table. The 
report shows that the number of city cars on that 
line is 36; the number of miles run by them, 555,- 
120; and the number of passengers carried, 3,- 
607,889. Taking all the roads in the two cities it 
will thus be fonnd that they are equipped with 
about 650 cars, which travelled 11,500,000 miles, 
and carried 47,775,349 passengers. The ratio of 
passengers to mileage on the 4th Avenue was 6,5 
—the highest of all our city roads. 





Another Railroad Dispute in New Jersey. 
Our readers are aware that a railroad is in pro- 
gress, designed to traverse the State of New Jer- 
sey from Port Monmouth, on the lower bay, South- 
ward to the Delaware, intersecting the Camden 
and Atlantic Railroad, by which a new route will 
be opened between this city and Philadelphia, It 
is given out that the rate of fare for through pas- 
sengers will be about one dollar lower than by the 
Camden and Amboy lines; but as the distance 
will be twenty miles greater, and a good part of it 
must be made by water, it has hardly seemed 
probable that it would divert business largely from 
the direct route. The joint companies, however, 
think differently, and have applied to the State 
Chancellor for an injunction against the further 
prosecution of the work, On Tuesday last the 
arguments between the two companies commenced 
at Trenton; Messrs, J. P. Bradley and John P. 


Stockton being for the Camden and Amboy, and 
Messrs. B. Williamson and A. 0. Zabriskee for 
the Raritan and Delaware Bay Company. The 
decision will be looked forward to with a good 
deal of interest by the traveling public. 


Pennsylvania mélenea. 

In the report of the Pennsylvania Railroad Com- 
pany for the year 1861, a copy of which has just 
been received, we find much of general interest in 
regard to the operations of the road. While the 
increase of business over 1860 was $1,350,535, 
that of expenses was only $16,763. The increased 
distance run by engines was 779,594 miles; but 
though the cost of fuel amounted to $36,811 more 
than in 1860, it shows a decrease of 76 cents for 
every hundred miles run. A similar fact is notice- 
able in the outlays for engine repairs, which in- 
eluded the purchase of six new locomotives to take 
the place of old and worn out engines inferior in 
all respects to the present. 

During the year the State tax upon tonnage was 
removed, as were also the tolls upon the Harris- 
burg and Lancaster Railroad, which has passed 
into the company’s possession under a lease of 999 
years, These served to reduce largely the trans- 
portation expenses, On the other hand, the much 
greater volume of merchandise carried, and the 
number of trains run have required a larger out- 
lay than usual for the maintenance of way, es- 
pecially on the newly leased line. The sum of 
$28,797 additional was paid on watchman’s ac- 
count, to ensure the safety of the track and bridges, 
at a time when the government was first put in 
peril. 

The additions made to equipment during the 
year, exclusive of the engines spoken of above, 
comprised 14 first class freight locomotives, 2 
tank engines for the Delaware extension, 2 small 
machines for passenger trains on branch roads, and 
460 eight-wheeled cars of various kinds, besides 
550 cars hired, but owned by other companies, A 





large number of new engines and cars have since 
then been built for the Penusylvania road. At the 
Altoona shops 884 feet lineal of iron truss bridges 
were constructed, during the year. 

The troubles in Virginia stimulated the coal 
trade from the Broad Top region, and necessitated 
the large additions made to the rolling stock. The 
great number of trains passing and repassing 
renders the construction cf a second track a meas- 
ure of vital importance as early as possible. Only 
three miles and one-fifth of this were laid during 
the past year; but preparations were made to do 
more in 1862. The destruction by fire of the large 
freight station at Pittsburg compelled the meng mi 
of a new one, 664 by 110 feet, at a cost of $25,25 
Aitention is called to the excellent saesadeidas 
tions now enjoyed at that place and the new shops 
at Harrisburg. 

The report of the Master of Machinery shows 
that the company’s motive power consisted of 229 
engines, of which 194 were in running order at the 
date of the report. Three were bired by the Pitts- 
burg, Columbus and Cincinnati Railroad Co. The 
numter of miles run by passenger trains was 1,- 
118,137; by freight trains, 3,148,694; by dis- 
tributing trains, 146,205: making a total of 4,413,- 
036. Of the passenger engines one made 42,132 
miles during the year; another, 38,532, and a 
third, 37,584 miles, The first of these was between 
Altoona and Pittsburg. The greatest distance 
made by a freight train was 36,391 miles, between 
Harrisburg and Altoona, The average mileage 
made with passenger trains was 23,790, and with 
freight trains, 19,307 miles. The mileage made 
by the engines of passenger trains shows an in- 
crease of 932, and of freight, of 999 miles per en- 
gine over 1860, 

The average cost per 100 miles run for repairs 
of engines was $7.81, against $8.85 in 1860. The 
cost of fuel per 100 miles run was $6.41, against 
$7.17 the year before and $8.19 in 1858. The 
hope is expressed that a still greater saving per 
mile may be reached in this account. One large 
item in the cost of repairing locomotives has been 
the putting of new copper fire-boxes into them, 
iron having been found not to be economical. 

The report of the Car Department shows that 
238 cars have been rebuilt, 100 new ones added 
and 99 repaired, during the year. Some of the 
passenger cars have been put to severe usage in 
carrying large bodies of troops. The lighting by 
gas is found to work well, and fixtures have been 
placed in all passenger cars rebuilt ; the ventila- 
tion is also improved. The following table shows 
the total number of cars belonging to the com- 
pany :— 

Eight-wheeled passenger cars ..... ..+. .e+- 
Emigrant do. Di sccadan pewkee sce 
Baggage and express 1s. nntncene teen, “ae 
House Cars, all Kinds 2... cece sees cece cece 1,499 
Stock cars, eight-wheeled ..........60.+-. 400 


Gondolas (for coal, wood and een occ O87 
Other kinds (4 wheeled) .. 558 


84 


er saa 
Besides these, the company 0 own a large number 
running on the Pittsburg, Fort Wayne and Chica- 
go and the Pittsburg, Columbus and Cincinnati 
roads, making altogether 3,192 eight-wheeled and 
578 four-wheeled cars, 
The Chief Engineer in his report alludes to the 
heavy expense incurred in making renewals of the 
superstructure, caused by the heavy business of 





the road. Generally speaking the condition of the 
track has been improved ; but the construction of 
a second is indispensable. Wrought iron chairs 
appear to be exclusively used. A rail of a new 
pattern has been laid on part of the road within the 
corporate limits of Philadelphia. Extensive re- 
pairs have been made on the East Brandywine and 
Waynesboro’ road, now operated under lease by 
this company ; also on the Harrisburg and Lan- 
caster line. Numerous iron bridges have also been 
put up on the Middle Division, all having been 
provided for a double track. 

On the Delaware Extension, work was resumed 
early in April at the Schuylkill bridge, which was 
.| finished in December. It consists of three spans 
of 192 feet each, the whole being of iron resting on 
stone piers. A temporary trestle-work connects 
the West end of this bridge with the West Chester 
and Philadelphia Railroad. Sidings have also 
been laid down to connect the Pennsylvania with 
the proposed Junction road along the West bank 
of the Schuylkill down to the Philadelphia, Wil- 
mington and Baltimore, 

The total receipts of the Canal Department 
amounted to $176,109 04, of which $28,236 45 
were net profits. The former were $33,256 77 less 
than in 1860, the falling off being due solely to the 
war. 

The annexed tabular statement shows the whole 
expenses on the Canal in detail; aiso the earnings, 
profit and loss, from August Ist, 1857, to Decem- 
ber 31st, 1861: 

Total 
Expenses. 
* Earnings and expenses 

on all divisions in 1857, 

from August 1........$73,190 10 
Eastern Division.. .. 309,306 05 
Lower Juniata Division. - 132,608 69 
Upper ‘ -- 44,225 39 

“Western ‘ es 16,826 93 
Lower - : .-. 98,795 76 
Incidentals..... 381 10 


Total 
Receipts. 


$92,433 5o 
588,886 04 
89,349 71 
13,929 00 
6,035 58 
48,438 23 
15,485 77 





$70, 334 02 $854,557 83 
4 . 675,334 02 


Total expenses........ 


Net profit .. 2.0. 000 oe cece oe 0 $179,223 81 
* The earnings and expenses of the canal were 

not kept by divisions in 1857, but accounted for 

in the aggregate, as appears in the above table. 


We published the President’s report at the time 


of iis appearance in January. Annexed is a copy 
of the company’s 
GENERAL Accounr. 
Capital stock. .... ..e0. se0- 000. $13,264,100 00 
Bond Account, viz: 
First mortgage six per cent. dollar 
bonds, payable 1880,..... 
Second mortgage six per cent, dol- 
lar bonds, payable 1875........ 
Second mortgage six per cent. sterl- 
ing bonds, payable 1875 ....... 
Bonds due the State of Pennsyl- 
vania, bearing 5 per cent. interest 
Amount of mortgages and ground 
rents on real estate...... ...... 
Bills payable...... 
Accounts payable, including pay 
rolls for December, 1861....... 
Contingent fund .... 0... ce. eee 
Interest and dividends due to stock- 
holders, unpaid .... .ceces seee- 
State tax .. cceeen cvepsese 
Amount due other roads.... ...-. 
Balance to credit of profit and loss. 


4,990,000 00 
2,421,000 00 
2,126,400 00 
7,100,000 00 


299,363 84 
393,500 00 


630,051 36 
885,640 74 


21,044 00 
65,103 72 
33,838 75 

2,004,521 55 


$34,234,558 96 
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Cost of road; including engineering, . 
land damages, fencing, machine 
shops, engine houses, station and 
warehouses, car sheds, water 
siations,foremen and tool honses, 
and shop machinery, from Har- 
risburg to Pittsburg, and station 
and warehouses on the Philadel- 
phia Division...... .... ....-- - $17,514,211 72 

Less profits of road, after paying 
interest to stockholders up to 
November Ist, 1855, credited to 
cost of construction, as required 


by charter .... .... 4. 589,185 79 


eee eeeee 





$16,925,025 93 
By amount paid State of Pennsyl- 
vania for Philadelphia and Col- 
umbia Railroad . .... $6,500,000 
By amount paid State of 
Penn. for canals and 
Portage Railroad .... 1,000,000 








7,500,000 00 
The above division being made 

upon their presumed relative value. 

By cost of equipment of road, in- 
cluding locomotives, freight, road 


and passenger Cars.... .... .... 3,447,522 39 
By cost of real estate of company. 1,792,071 78 
By cost of telegraph line......... 45,264 28 
By extension of Pennsylvania Rail- 

road to Steubenville and Pitts- 

burg Railroad)... cic ssoc secs cree 5,214 09 
By extension of Pennsylvania Rail- 

road to Delaware River.... .... 272,579 84 
By amount of stock of the Pitts- 

burg, Fort Wayne and Chicago 

Railroad Company .... .... .... 816,050 00 
By amount of bonds and stock of 

municipal and railroad corpora- 

CGD 6vinls: 5 0b 840s now conorewns 605,930 60 
By amount of bills and accounts 

TOGCITRDNS 3 nwinin 000! Kade'sdeses 459,375 83 
By amounts due from other roads. 13,520 63 
By amount of sinking fund ...... 726,207 21 
By amountof fuel, and materials on 

hand for shops, repairs to loce- 

motives, cars, and maintenance 

NE \cciak Grine deed. wwe anal. we 466,464 33 
By balance in hands of agents.... 453,357 99 


By balance in hands of Treasurer, 
December 81st, 1861 .......... 705,974 06 


$34,234,558 96 


The Pennsylvania Railroad Terminus. 

No one can visit Washington avenue wharf with- 
out being struck by the magnitude of the prepara- 
tions on foot there to accommodate the business of 
the Pennsylvania railroad. Much attention, of 
course is attracted by the great grain elevator, a 
massive structure of brick and iron, perfectly fire 
proof, which rises like a giant among pigmies, 
from the midst of the low buildings which char- 
acterize that district, crowned by a lofty tower, 
reaching a height of one hundred and twenty feet, 
This alone would suffice to typify the importance 
of the terminus, and the extent of the business it 
is intended to accommodate. 

But the rapidly multiplying railway tracks and 
cars, the removal of old houses, the erection of 
sheds, the extension of wharves, all point unerr- 
ingly to the fact that this great corporation is pre- 
paring for an immense future, and will absorb 
within its grasp the whole property lying near 
Washington avenue wharf. Even before the close 
of the present season, the site bids fair to become 
one of the busiest and most remarkable scenes in 
Philadelphia, Already the number of trains ar- 
riving and departing there daily keeps the whole 
neigborhood in motion and blocades the streets 
with cars, because the standing room has not yet 
been provided on the space between Christian 
street wharf and Washington avenue wharf, 

This location has the advantage of being below 
the island, so that the piers may be projected into 
the stream any required distance, and thas all the 
accommodations in the way of docks, needed fer 
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of may .be.o re. 


; produce, be. = 
Of these there will, no doubt, be many, covering a 


-| front of several acres along the Delaware about 


the foot of Washington avenue, including the 
Navy-yard and all the intervening space; so that 
when the Navy-yard shall be removed to League 
Island, the railroad terminus will extend from 
Christian street to Reed street along the river.— 
Philadelphia North American. 





Railroad Earnings--Monthly. 
The earnings of the Cleveland, Columbus and 





Cincinnati R. R., for June, 1862, were. $122,524 03 
BM, SOUR save cbd4 obo: diue' eneh Vaey 89,028 41 
ENGTORNP) 00% 0006 0:98 « ccce coe $53,495 62 

The earnings of the Cleveland and Pittsburg 
Railroad for June, 1862, were.......... $123,000 
170,, BOND nce cane cactliarseehee . 104,000 
ERRUORDR coco sone 006.cdbnas ooa4 $19,000 


The earnings of the La Crosse and Milwaukee 


Railroad fur June, 1862, were..........$112,000 
Se Ree Rpts See 108,000 


eoee -- $4,000 

The following statement shows the business of 
the Philadelphia and Reading Railroad Company 
for June, 1862, compared with that of 1861: 


DOGUOIIs ose anes 60s oo 


1862. 1861. 
Rec’d from coal... .. $174,221 78 $215,161 20 
- ‘* merch’dise 39,216 96 28,823 60 





- travel, etc. 40,846 13 26,066 47 

Total... $254,284 87 $270,051 27 
Transportation, road- 
way, dumpage, re- 
newal fund, and all 

charges .......... 153,559 48 130,825 46 





Net profit for the m’th,$100,725 39 
Profit for the previous 
6 months....... -.- 725,846 75 


$139,225 81 
601,055 27 





Total net profit 7 mos.$826,572 14 $740,281 08 





Interest and Dividends. 

The interest on the bonds of the New Jersey 
Railroad and Transportation Co., due August 1, 
will be paid at the Bank of Commerce. 

The interest coupons of the second mortgage 
bonds of the New York and Harlem Railroad Com- 
pany will be paid at the Treasurer’s office. 

The interest on the first mortgage bonds of the 
Cleveland and Pittsburgh Railroad Company, due 
Aug. 1, will be paid at No, 25 William-st., by H. 
C. Kingsley. 

The interest due August 1, on the first mortgage 
bonds of the Cleveland and Mahoning Railroad 
Company, will be paid by Messrs, Ward, Campbell 
& Co., No. 56 Wall-st., New York. 

Interest on the bonds of the Pennsylvenia Coal 
Company, due Aug. 1, will be paid at the com- 
pany’s office in New York. 

The Erie Railway Company give notice to the 
holders of the certificates of D. 8. Gregory and J, 
C. B. Davis, Trustees, that on and after the 1st of 
August, payment will be made at the office of the 
Treasurer, in Erie-place, of the coupons of the 
fifth mortgage bonds, represented by said certifi- 
cates, with interest from May 1, 1861, to August 
1, 1862. 

The Morris Canal and Banking Company has 
declared a dividend of 5 per cent. upon the pre- 
ferred stock, payable Aug, 5. 

The authorities of the City of Alleghany, Penn,, 
are now prepared to issue new bonds in exchange 
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the compromise hitherto offered by them. 
Wheat Trade of Chicago and Milwaukee. 

The receipts of wheat at Milwaukee and Chica- 
go from January 1, to July 19th, 1861 and 1862, 
have been as follows: 





1862, 1861. 
Milwaukee ..... s+++ «++ 7,032,304 5,335,383 
Chicago eeee ceee eee eee 6,026, 650 5,502,870 


The shipments of wheat from Milwaukee and 
Chicago from the opening of navigation to July 
19th have been as follows : 


1862. 1861. 
Milwaukee .... .... ...-. 7,549,756 5,654 422 
Chicago .... .... ..-- +. 8,026,650 5,502,870 


Reducing flour to wheat, at five bushels to the 
barrel, the shipmerts of wheat from the two cities 
thus far the present season compare thus: 


Flour, bbls, Wheat, bus, Total, bus. 
Milwaukee ...422,211 7,549,756 9,660,811 
Chicago .....715,433 6,026,650 9,603,815 





Difference in favor of Milwaukee ....... 56,996 


Stock on hand July 18th,..... .... ..-. 1,498,548 
Estimated stock at Chicago, July 12th.. 772,889 





The Hoosac Tunnel. 

The recently appointed Troy and Greenfield 
Railroad commissioners have decided to send an 
agent to Europe, to examine critically the railway 
tunnels in that part of the world. Charles 8, Stor- 
row of Boston has been appointed for that pur- 
pose, at a compensation of $3,000, with expenses 
paid, and sails next week. The object of the trip 
is to obtain the most reliable data from which to 
determine the character of the tunnel required 
under the Hoosac mountain, as well as the most 
economical and speedy method of constructing it, 
and also the probable cost of the work. There 
being no tunnels in this country of sufficient mag- 
nitude to be of much service in fixing upon the 
details of the one required, the commissioners 
deem this course the wisest and safest that can be 
adopted before proceeding to the completion of 
the Hoosac bore. 





The Portland Company: 

The following is an abstract of the condition of 
the Portland Company on 16th ult, : 
Assessments voted by the company 

and paid..... we seve voces - $169,800 00 
Amount of capital stock paid in and 

nOW eXisting .... ss... es é "e's weee 235,700 00 
Amount due from the company (in- 

cluding extension of notes receiva- 

ble endorsed by them) about ..... 
Buildings, machinery and other fix- 

CUPOB oi cs coos cc0s sscb ceed sespee 
The last estimated value affixed by 

the assessors to the lands, buildings, 

fates, POG 006 cece eee ceeds bene os 
Aggregate value affixed to all the tax- 

able property of the corporation, by 

the assessors.... ... rere - 222,800 00 


Massawippi Valley Railway. 

We understand that the preliminary survey of 
the Massawippi Valley Railway has commenced, 
under the skilful superintendence of Mr. J. M. 
Clark, late Assistant Engineer of the 8. 8. and C. 
R. R. The opposition to the charter for that road, 
on the part of the Shefford Railway, was with- 
drawn in consideration that the gauge was narrow 
instead of being ‘‘ broad,” like the gauge of the 
Pasumpsic, and further that the Massawippi 
should become a part of the main line of the Shef- 
ford road, and worked on a pro rata arrangement 
therewith from any point at which a junction may 
be hereafter effected. The effect of this provision 


267,000 00 
164,811 46 


147,800 00 








will be probably to carry the Shefford road by the 
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head of Massawippi Lake, and to place the Mas- 
sawippi Valley under the control of the narrow 
gauge, instead of its becoming a Grand Trunk 
braoch, It is fortunate that all cause of differ- 
ence between the two companies has been thus 
removed, and we trust their successes may be 
speedy and harmonious.— Waterloo, Ca., Adv. 





Copper Mines in Lake Superior and Great 
Britain. 

Annexed is a comparative statement of the pro- 
duct of ingot copper from the mines of Cornwall, 
England, and Lake Superior: - 

PRODUCT OF THE CORNWALL COPPER MINES. 

Tons. Tons. 
cece 0000 3,448 oandiandt ee 
wees cove 4,102 | 1857 tang 
neopets: 3 tp | Ie, 
sees epee tee | TOO cece tees oss keuee 
coos coe dszla| 1860 Ks SS 


OF THE LAKE SUPERIOR COPPER MINES. 
In 1845, 910 pounds. 

Tons, 
20 
167 
361 
527 
448 


1771 .... 
1780.... 
1802.... 
1808 .... 
1817.... 


PRODUCT 


1822 


Tons. 
i733 Bes 
vec), 287 
---- 4,008 
oo+. 4.081 
oe0e 4,031 
doceQuel 
+eee 5,440 
«oe. 1,060 


New York, 

of 1862. 
Weight, 
Pounds, 
5,734,308 
4,384,295 
8,203,806 
974,542 
586,361 
806,790 
202,200 
224,288 
111,400 
163,266 
127,313 
84,495 
80 738 
90,983 
92,564 
55,677 
89,701 
19,285 
8,211 
2,225 
8,300 
348 


1846.... ..-- 
1847 .... 
1848... weve se 
1849 0200 cove ae 


1854 .... voce 
185 200 voce 


1853 .... ..-. -.-. 2,000 | 1861 .... 


Imports of Foreign Wool at 
during the first six months 

No. of 

Bales. 





From whence. 
England ease poco see 
Buenos Ayres......-..++.-. 4,967 
France..... soee 3,208 
Belgium ...... - 2,561 
AI 
Brazil 459 
Sardinia 561 
Tuscany 568 
Bremen .... 242 
New Granada........ 621 
Spain (Malaga) 419 
Hamburg . ..++ «+00 393 
Gibraltar .... 832 
Central America 339 
Cuba .... 155 
Portugal .... -cce cece 207 
British West Indies 65 
Turkey ¢see cece 54 
Montevideo .... ..+0 -e0+ «+ 12 
BEGMIOG bibe coce coccce 9ese- 12 
Datch West Indies 10 
Bombay occe coce cove cove cee 1 
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a 16,496,136 





Norwich and Worcester Railroad. 

The earnings of this road for the six months 
ending May 31, 1862, were as follows: 
Passengers dpe cone 060 co00 sceneeaner ae 
Freights ........ see- 86,308 58 
Miscellaneous.... . 7,979 55 


Total... .... 
Expenses .... «2... ++ «+++ $80,359 96 
Interest ..c. cess cece cece 19,808 64 
— 99,663 60 


cece cece cove coceGlaaeee OF 


Net earnings—2 1-10 per cent... .....$42,425 37 


Debt funded .... 2. .... see cove «000 $524,300 00 
Debt floating .... .... ..0- seeeeeee- 31,716 06 
Debt for steamboat stock........-.. 200,000 00 


Total... ve cece seve «$756,016 06 
ee i oe oie 54,955 94 


Total .... ..0- cceeee coos oe 00 $701,060 12 
The steamboat stock pays 10 per cent. pividend 
The earnings of June following the above six 


St. Louis, Alton and Terre Haute Railroad. 

In May last, the Terre Haute, Alton and St. 
Louis Railroad was sold under a decree of the 
Illinois Courts, for the benefit of the mortgage 
bondholders. It has since been re-organized as 
the St. Louis, Alton and Terre Haute Railroad 
Company, electing the following Board of Di- 
rectors : 

Chas. Butler, Robert Bayard John G. Richard- 
son, 8. J. Tilden, Pickering Clark, of New York 
city ; Russel Sage, Truy, N. Y.; W. D. Griswold, 
Terre Haute, Ia.; Ralph Tousey, St. Louis, Mo.; 
Anthony Thornton, Shelbyville, Ill.; Hiram Sand- 
ford, Paris, Ill.; Levi Davis, Alton, Ill.; Hon. 
Gustavus Keerner, Belleville, Lll., and John 8. 
Hayward, of Hillsboro’, Ill. 

Subsequently, Wm. D. Griswoxip was elected 
President and General Superintendent; Rapa 
Tousgy, Secretary and Treasurer, and Jas. B. 
RAtston appointed Auditor. 





Railways in Chile. 
In Chile there are 289!¢ miles of ralway open 
or ready for use, viz: 


Caldera and Copiapo.............-. 5044 miles. 
Copiapo and Pabellon.............. 2344 miles. 
Pabellon and Chanarcillo.......... 26 miles, 
Valparaiso and Santiago........... 77 miles. 
Santiago and Rengo............... 72 miles. 
Coquimbo Railway.......... +++... 4044 miles, 


28916 miles. 
Upon these railways exist features such as are 
rarely to be met with upon any lines in the world ; 
as, for instance, upon the Valparaso and Santiago 
Railway is an incline of 1 in 45 for twelve miles in 
length, combined with curves of 600 ft. radius; 
the summit level of this line will be 2,650 ft. above 
the sea; and upon the Chanarcillo line is an in- 
cline of 1 in 25, nine miles in length, with curves 
of 500 ft. radius, up which engines ascend daily 
to an altitude of 4,400 ft. above the sea, an alti- 
tude not previovsly attained by a locomotive, 





The Eighth Census. 

We have obtained from the Census office at 
Washington, the following preliminary chapters of 
the very valuablé report of Jos. C. G. Kennepy, 
Esq., which will be found of great interest, exhi- 
biting as it does, the rapid growth of this country 
during the last ten years. We commence with the 
chapter upon the 


PROGRESS OF RAILROADS IN THE UNITED STATES 
FOR THE DECADE oF 1850-’60. 


The decade which terminated in 1860 was par- 
ticularly distinguished by the progress of railroads 
in the United States. At its commencement the 
total extent in operation was 8,588,79 miles, cost- 
ing $296,260,128; at its close, 30,598,77 miles, 
costing $1,134,452,909; the increase in mileage 
having been 22,004,08 miles, and in cost of con- 
struction $838,192,781. 

While the increase in mileage was nearly 300 
per cent., and the amount invested still greater, 
the consequences that have resulted from these 
works have been augmented in vastly greater ra- 
tio. Up to the commencement of the decade our 
railroads sustained only an unimportant relation 
to the internal commerce of the country. Nearly 
all the lines then in operation were local or isolated 
works, and neither in extent nor design had begun 
to be formed into that vast and connected system 
which, like a web, now covers every portion of 
our wide domain. enabling each work to contribute 
to the traffic and value of all, and supplying means 
of locomotion and a market almost at his own 
door, for nearly every citizen of the United States. 

Previous to the commencement of the last de- 
cade only one line of railroad had been completed 
between tide-water and the great interior basins 





months show an increase of $12,090. 





so important a part in our internal and foreign 
commerce, Even this line, formed by the several 
links that now compose the New York Central 
road, was restricted in the carriage of freight, ex- 
cept on the payment of canal tolls, in addition to 
other charges for transportation, which restriction 
amounted to a virtual prohibition. The com- 
merce resulting from our railroads consequentiy 
has been, with comparatively slight exceptions, a 
creation of the last decade. 

The line next opened, and connecting the West- 
erp system of lakes and rivers with tide-water, 
was that extending from Boston to Ogdensburgh, 
composed of distinct links, the last of which was 
completed during 1850. The third was the New 
York and Erie which was opened on the 22d of 
April, 1851. The fourth in geographical order, 
was the Pennsylvania, which was completed in 
1852, although its mountain division was not open- 
ed till 1854. Previous to this time its summit 
was overcome by a series of inclined planes, with 
stationary engines, constructed by the State. The 
fifth great line, the Baltimore and Ohio, was open- 
ed in 1853, still further South. The Tennessee 
River, a tributary of the Mississippi, was reached 
in 1850, by the Western and Atlantic railroad of 
Georgia, and the Mississippi itself, by the Mem- 
phis and Charleston Railroad, in 1859. In the 
extreme North the Atlantic and St. Lawrence, now 
known as the Grand Trunk, was completed early 
in 1858. In 1858, the Virginia system was ex- 
tended to a connection with the Memphis and 
Charleston and with the Nashville and Chatta- 
nooga railroads. 

The eight great works named, connecting the 
interior with the seaboard, are the trunks or base 
lines upon which is erected the vast system that 
now overspreads the whole country. They serve 
as outlets to the interior for its products, which 
would have little or no commercial value without 
improved highways, the cost of transportation 
over which does not equal one-tenth that over or- 
dinary roads. The works named, assisted by the 
Erie Canal, now afford ample means for the expe- 
ditions and cheap transportation of produce seek- 
ing Eastern markets, and could, without being 
overtaxed, transport the entire surplus products 
of the interior, 

Previous to 1850, by far the greater portion of 
railroads constructed were in the States bordering 
the Atlantic, and, as before remarked, were for the 
most part isolated lines, whose limited traffics 
were altogether local. Up to the date named, the 
internal commerce of the country was conducted 
almost entirely through water lines, natural and 
artificial, and over ordinary highways. The pe- 
riod of the settlement of Califoraia marks really 
the commencement of the new era in the pbysical 
progress of the United States. The vast quanti- 
ties of gold it produced imparted new life and ac- 
tivity to every portion of the Union, particularly 
the Western States, the people of which, at the 
commencement of 1850, were thoroughly aroused 
as to the value and importance of railroads. Each 
presented great facilities for the construction of 
such works, which promised to be almost equally 
productive, Enterprises were undertaken and 
speedily executed which have literally converted 
them into a network of lines, and secured their 
advantages to almost every farmer and producer. 

The progress of these works in the aggregate, 
year by year, will be seen by the tabular state- 
ments at the close of the report. The only im- 
portant line opened in the West, previous to 1850, 
was the one from Sandusky to Cincinnati, formed 
by the Mad River and Little Miami roads. But 
these pioneer works were rude, unsubstantial 
structures, compared with the finished works of 
the present day, and were employed almost wholly 
in the transportation of passengers. Within the 
decade in place of this one liue, railroads have 
been constructed, radiating from Lakes Erie and 
Michigan, striking the Mississippi at ten and the 
Ohio at eight different points, and serve as truok 
lines between the two great hydrographic sys- 
tems of the West. These trunk lines are cut 
every few miles by cross lines, which, in the States 


of the country, the produce of which now perform) east of the Mississippi, are sufficiently numerous 
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to meet every public and private want, and to 
afford every needful encouragement to the devel- 
opment of the resources of the country. 

The Southern States have been behind the 
Northern in their public enterprises, though at 
the date of the census, they were prosecuting them 
wiih great energy and vigor. The progress inland 
of the great trunk lines of the South has been al- 
ready noted. The opening of the Mobile and 
Ohio, and the Mississippi Central, which wil] soon 
take place, will give completeness to the system 
of the South-Western States, and leave little to be 
done to make it all that is wanted for that section 
of the country. 

West of the Mississippi less has been done, for 
the reason that the settlements there are of a more 
recent date, and the peop!e less able to provide 
the means for their construction than those of the 
older States. But even upon our Western fron- 
tier extensive systems have been undertaken, and 
very considerable progress made in their execu- 
tion, 

A more interesting subject than the progress of 
our public works would be their results, as shown 
in the increased commerce andwealth of the coun- 
try. But such inquiries do not come within the 
scope of this report. It is well ascertained, how- 
ever, that our railroads transport in the aggregate 
at least 850 tons of merchandise per annum to the 
mile of road in operation. Such a rate would 
give 26,000,000 tons as the total annual tonnage of 
railroads for the whole country. If we estimate 
the value of this tonnage at $150 per ton, the ag- 
gregate value of the whole would be $3,900,000, 
000. Vast as this commerce is, mcre than three- 
quarters of it has been created since 1850. 

To illustrate the correctness of the estimate 
made, the following statement is added of the ton- 
nage transported by the railroads of the State of 
New York for 1860, with the estimated value of 





the same. The classifications are made by the 
companies : 
Tons Value Total 
Kinds of Freight. Carried. perTon. Value. 
Products of the forest. 373,424 20 $7,468.480 
Products of animals... 895,519 200 179,103,800 
Vegetable food,.,...1,103,640 50 55,182,000 
Other Agricultural . 143,219 15 2,148,055 
PFOGUCtS 202. cece 
Manufactures.... .... 511,916 250 127,979,000 
Merchandise ........ 783,811 590 391,905,500 
Ober articles....... - 930,244 10 9,302,440 
Tee ode veedé 4,741,773$163 $773,089,275 
If we make a deduction of one-quarter for du- 
plications—a portion of the tonnage passing over 


more than one road—the aggregare wonll be 
3,556,330 tons, having a valne of $579,681,790. 
The railroads of Massachusetts transported, for 
the same year, 4,694.369 tons, or making the de- 
ductions for duplications, 3,070,027 tons, and hav- 
ing a value of $500,524,201. The number of miles 
of railroad employed in the transportation of 
freight, being 2,569 in the State of New York, and 
1,317 in the State of Massachusetts, with the de- 
ductions named. the amount of freight transport- 
ed in these States averages 1,700 tons per mile. 
We have estimated the tonnage of all the railroads 
of the United States to° average one-half the 
amount of the roads in these States. That this is 
not an over-estimate is shown by the following 
statement of the tonnage of several interior lines: 


Tons 

Trans- 
Roads. Miles. ported. 
Cleveland, Columbus and Cincinnati 141 295,835 
Littin Miamal 5060 oses,cces voce cscs Aan) O48,061 
Cleveland and Toledo............ 147 250,482 
Michigan Central ...... ..-...2+-. 282 378,570 
Michigan Southern .... .......... 525 895,679 


Illinois Central...........-.. +22. 700 496,390 
Chicago, Burlington and Quincy.... 310 538,670 
Chicago and Rock Island.......... 228 301,668 
Galena and Chicago............-. 259 381,188 


Total oc. veceoceesscesee esse 2,712 8,286,398 





BANKING. 

Among the évidences of prosperity and general 
accumulation of wealth in the United States, the 
multiplication of banks with increased aggregate 
capital is one of the most significant. When, as 
in this country has been generally the care, in- 
dividual promises representing produce and mer- 
chandise, and made available through the instru- 
mentality of banks, are almost the sole means by 
which commodities pass from the producers to 
the consumers, the increased action of the banks 
becomes the index of larger production and more 
active trade. Where crops and the products of 
manufacturing industry are more abundant, the 
aggregate amount of paper created by their inter- 
change is larger, and the negotiations of this paper 
require greater banking facilities. This want 
nsually manifests itself in a mere lucrative bank- 
ing business, which draws more capital into that 
employment. Such a state of affairs presented it- 
self during the decade which closed with 1860. 
The bank movement in the United States during 
that period underwent great expansion without 
becoming less sound. In that respect it pre- 
sented a strong contrast to the expansion that oc- 
curred in the decade which ended with 1840. In 
that period a season of speculation in bank stocks 
and wild lands manifested itself, and the paper 
created for bank negotiation represented imagi- 
nary or speculative values, rather than commodi- 
ties produced. Those values were never realized, 
and the whole paper system based on them col- 
lapsed. If we compare the aggregate features of 
banks at each decade with the population and the 
sum of the imports and exports for corresponding 
dates, the results are as follows :— 


Years. No. Banks. Capital. Loans, 

1830 .... 330 $145,102,268 200,451,214 
1840.... 901 858,442,692 462,896,523 
1843.... 691 228,861,948 254,544,937 
1850.... 872 227,469,074 412,607,653 
1860.... 1,562 421,880,095 691,945,580 
Years, Specie. Circulation. 
18000452 «00s 22,114,917 $61,323,898 
1800 se 2k 305% 88,105,155 106,968,572 
eer 83,5U5,806 58,563,608 
TONG b002 ee 48,677,138 155,012 911 
BO tdsnnnas 83,594,537 207,102,477 
Years, Imp. and Export. Population, 
BOO sas: soe 144,726,428 12,866,020 
es chee 239,227,465 17,069,453 
SS ee 149, 00Q Fre eters. 
| ERAS 830,037,038 23,191,876 
SOOO nc diss 726,288,550 31,445,080 


The year 1843 was that of the lowest depres- 
siou after the extensive liquidation that followed 
the expansions of 1837-39, In that year the bank 
credits were, however, large, and measured by the 
foreign trade or the sum of the imports and the 
exports, but an internal trade had been developed 
through the settlements of the western country 
which required more credits. The operation of 
the general bankrupt law aided in clearing away 
the wreck of over two hundred banks that had 
failed, and which failures involved that of several 
sovereign States that had loaned their credits for 
bank capital. 


The elements of prosperity were now again ac- 
tive, and banking facilities were required to a 
greater extent. The severe losses the public had 
suffered made some more comprehensive guaratee 
necessary to a full restoration of confidence in 
bank paper. In New York, in 1838, a new princi- 
ple had been adopted—that of requiring the 
banks to deposit security for their circulating 
notes and holding stockholders liable to an amount 
equal to the value of their shares. On this basis 
the banking of New York was thenceforth to ope- 
rate ; and the principle, as its value became recog- 
nized, was gradually adopted in other States. 

The failure of the Irish harvests of 1846-’47, 
followed by those of England in 1848-49, by 
creating a great demand for American breadstuffs, 
stimulated business and gave a new impulse to 


foreign trade more than double that of 1848. 
With the increase of business the banks were very 
prosperous; as is manifest in the fact, that 
although the capital of the banks was no more 
in that year than in 1843, their discounts were one 
hundred and fifty millions, or 60 per cent. greater. 
Thus the decade opened with a very lucrative 
banking business, and amid the greatest excite- 
ment in relation to the gold discoveries of Cali- 
fornia, The spirit of enterprise abroad was very 
strong, and the impression that prices were to rise 
by reason of the depreciation of gold was preva- 
lent; hence the general desire to operate, in order 
to avail of the anticipated profits. Industry-of all 
descriptions was very active and productive, and 
there never was a period when the national capi- 
tal accumulated so fast, a remarkable evidence of 
which was offered in the vast amount expended 
in the construction of railroads; while of the large 
capital accumulated, a considerable portion was 
employed in banking. The incorporated bank 
capital increased nearly two hundred millions, 
and the private bank capital half as much. The 
report of the Treasury Department gave the latter 
amount at $118,036,080. The distribution of the 
incorporated banks among the several States is 
given in the appendix. 

The increase of bank capital was large in the 
Atlantic cities, particularly in Boston and New 
York, of which the number and capital were re- 
spectively as follows :— 


1850. 1860. 
No. Capital. No. Capital. 
Boston .... ..-.80 $21,760,000 42 $36,581,700 
New York.....31 38,600,602 55 69,758,777 


Tatal 2 cities..61 55,360,602 97 106,340,477 


This increase of banks, following the general 
expansion of business, brought with it the neces- 
sity of some improved means of adjusting the daily 
mutual balances. 
York city, for example, were each compelled to 
settle as many accounts daily. To obviate that 
great labor the clearing system was devised. Each 
bank sends every morning to the clearing house 
all the checks and demands it may bave received 
the day previous, in the course of business, upon 
all others, These in a short time are interchang- 
ed, and the balance struck and paid. This system 
was established in 1853, and the amount of the 
exchange and balances annually were as follows : 








Year. Amount Exchanged Balances. 

1854........ ..-.$5,750,455,987 06 297,411,499 
1855..........-. 5,862,912,098 33 289,694,136 
1856 ........02-. 6,906,213,328 47 334,714,487 
1857 .........+-- 8,333,226,718 06 365,313,901 
1858............ 4,756,664,386 09 314,288 910 
1859..........-. 6,448,005,956 01 364,984,682 
1860............ 7,281,143,056 69 308,698,488 
1861..........-. 5,915,742,758 05 358,383,944 





Total for 8 yrs..$50,764,365,288 81 2,627 434,997 


With the development of business the transac- 
tions grew immensely up to 1858, when they fell 
off nearly one-half under the panic of that year. 
They recovered gradually up to the breaking out of 
the rebellion. The banks of Boston and Philadelphia 
adopted the same system with similar results, 
The figures indicate to what an extent the credits 
of individuals, created in the operations of busi- 
ness, are cancelled through the intervention of the 
banks of the cities where the commerce of the 
whole country centralizes. 

In the States of Illinois, Mississippi, Arkansas 
and Florida, after the collapse of 1887, no banks 
were again created up to 1850, aud the three last 
named are still without them, with the excepticn 
of two small ones in Florida. Texas has a small 
bank at Galveston, and Utah, Oregon and New 
Mexico have none. In the District of Columbia 
four old banks expired by limitation of charters io 
the hands of trustees, and Congress refused to re- 
charter them, but they continue to transact busi- 
ness. 

It is probable that a large portion of the in- 








Average per mile, 1,250 tons. 


banking. The year 1850 showed an amount of 


crease in banking, particularly at the West, has 


The fifty-five banks in New . 
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been due to the introduction of the security sys- 
tem of New York, the idea of which seemed to 
popularize that which had previously been in bad 
odor, The following table shows the States which 
have adopted the free banking principle :— 


1860, 





ou 
Stocks 
Held. 
$26,897 874 
192,831 
$62,911 
8,584,078 
9,826,691 
2,163,552 
1,849'466 
5,031,504 
725,670 
1,233,432 
5,842,096 
101,849 
* 60,000 


Year 
States. Adopted. 
New York.. ..18388 
Michigan .....1849 
New Jersey ...1820 
Virginia......1851 
Illinois,......1851 
Ohio.........1851 
Indiana ,... . .1852 
Wisconsin .... 1854 
Missouri .... . 1856 
Tennessee... ..1852 
Louisiana .... 1853 
Iowa.... .... 1858 
Minnesota... 1858 


Circulation. 
29,959,506 
222,197 
4,811,862 
9,812,197 
8,981,723 
7,983,889 
5,390,246 
4,429, 855 
7,884,885 
5,538,378 
11,579,313 
568,806 
50,000 





Total .... ..0. «e+. -$57,951,954 97,212,827 

The principle cannot be said to have worked 
well except in New York, where it required con- 
stant alterations for many years to bring it to per- 
fection. In Illinois it was an entire failure, and 
the new constitutional convention adopted a clause 
looking to the prohibition of any more banks and 
to the suppression of the existing circulation. 

INSURANCE, 

The progress of insurance in the United States 
has been rapidly following the development of 
commerce and trade, of which it is the necessary 
accompaniment, since the system of buying and 
selling goods on credit necessitates the resort to 
every possible means of making those credits safe. 
None is more obvious than that of requiring all 
goods to be insured. It follows that as commodi- 
ties increase in quanvity and value the amoant to 
covered by insurance must expand in the same 
proportion. Unfortunately, however, there have 
been no regular statistics collated from year to 
year, as in the case of banks, by which that in- 
teresting index to the growth of the national wealth 
might be compared, The State of Massachusetts 
has paid more attention to the matter, and the an- 
nual reports are very valuable. The number of 
companies and amounts at risk have been as fol- 
lows in that State :— 

No.of Capital Marine 
Year.Companes. Stock. Fire Risks. Risk. 
1840.. 41 $7,475,000 51,998,596 560,631,877 
1850.. 30 6,106,875 63,943,273 76,082,620 
1860.. 117 6,353,100 348,923,289 101,972,974 


The total property at risk has increased in the 
ten years $310,870,461. Under the present laws 
of New York the insurance returus are well organ- 
ized, Taking the figures in connection with those 
of the leading ones of other States, the results 
are as follows :—— 

Number of Capital and 

Companies, Assets. 
New York.......135 $58,287,517 
Massachusetts... .117 6,353,100 
Connecticut...... 12 5,364,686 
Rhode Island,.... 6 2,419,688 
Philadelphia ..... 10 6,510,601 
New Orleans ..... 9 6,738,031 
Charleston....... 2 aan 
Augusta, Georgia. 952,858 
Jersey City...... 179,713 
Peoria, Lilinois.. . 363,995 


At Risk. 
916,474,056 
450,806,203 
279,322,184 

32,187.104 
139,229,374 
221,100,000 

47,291 000 

7,000,000 

5,231,061 

6,806,377 


Totel.c<ce cece. cece cose sees ss 2,105,688,319 


The amount at risk by all companies in the 
Union may approach three thousand millions, and 
the losses were reported as follows for 1860: 


Vessels and freights ....%....... ..-.$13,525,000 
Cargoes 20. .o0s seer cece sees cece ses 156,050,700 


Total marine.... «eee ee 28,576,700 
By fires. coe voce cece cece cove cece. 22,020,000 


Total losses .... ..c0+se00 coos ooee - $50,595,700 


1 
1 
1 
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Pennsylvania Canal. 
The following is a synopsis of the cost of the 
Pennsylvania Canal east of the Alleghanies. It 
may prove useful for reference: 


The Eastern Division commences at Columbia, 
and extends along the eastern bank of the Susque- 
hanna to Duncan’s Island, where it crosses the 
river and connects with the Juniata Division; the 
ascent from Columbia is 182 feet; distance 82 
miles; cost $2,602,382. The Juniata Division 
commences at Duncan’s Island, and extends to 
Hollidaysburgh, in Blair county, situate at the 
foot of the Allegheny mountains; ascent of lock- 
age 576 feet ; distance 130 miles ; cost $3,487,334. 

The Eastern and Western Divisions are here 
separated by the mountains ;—formerly they were 
connected with a railroad called the Portage road, 
86 miles in length, and cost $1,783,176. It as- 
cended and descended the mountain with ten in. 
clined planes, five on each side, which are now 
avoided by the Pennsylvania Central road. The 
total elevation of the Allegheny summit on this 
road was about 2,200 feet above tide water. This 
road extended, a few years ago, from Hollidays 
burg to Johnstone, in Cambria county, where it 
met the Western Division of the Pennsylvania 
Canal at that place.— Phil. Intelligencer. 














RAILS AT BOSTON. 
4.00 TONS RAILS—50 lbs. per lineal yard—T pat- 
: tern—now ready for delivery at Boston. For 
sale by 


CHAS. L. PERKINS, 
Or, E. LIVINGSTON, 
64 Exchange Place. 


Burdon, Hubbard & Co., 
MACHINISTS, 


ANUFACTURERS of Steam Engines, Sugar Mills, Saw 

4 and Grist Mills, Boilers, Hydraulic Presses, Pumps and 

Gearing for working mines, etc., etc. No. 10% Front st., 
Brooxiyn, N.Y. 


Messrs. MUNN & C0.,, 


ROPRIETORS OF THI 

SCIENTIFIC AMER] 

CAN coutinue_ to solici 

patents in the United State: 

and all foreign countries, 01 

the most reasonable terme 

They also attend to variou: 

otherdepartments of busines: 

vertaining to patents.such a 

extensions, A ppeals to Unitec 

tates Courts, Interferences 

Opinions relative to Infringe 

ments, etc. The long expe 

rience Messrs. MUNN & CO 

have had in preparing speci 

fications and drawings, €x 

tending over a period ofsix 

teen years, hasrendered then 

perfectly conversant with the mode of doing business atthe 

United States Patent Office,and with the greater part of the 

inventions which have been patented. Information concern- 

ing the patentability of inventions is freely given, without 

charge, on sending a model or drawing and description to this 
° 
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ce. o 
Consultations may be had with the firm between 9 and 4 
o’clock, daily, at their principal office, No. 37 Park Row, New 
York. We have also a branch officein the city of Washington, 
on the corner of F and 7th sts., opposite the United States 
Patent Office. This office is under the general superinten- 
dence of one of the firm, and is in daily communication with 
the principal office in New York, and personal attention will 
be given at the Patent Office to al: such cases as may require 
it.. Iffventorsand others who may visit Washington, having 
business in the Patent Offices, are cordially invited to call at 
their office. i 

MUNN & CO., are very extensively engaged in the prepar- 
ation and securing of Patents in the various European coun- 
tries. For the transaction of this business they have offices at 
Nos. 66 Chancery Lane, London, 29 Boulevard St. Martin, 
Paris. and 26 Ruedes Eperonniers, Brussels. Probably three- 
fourths of a'lthe European Patentssecured to American citi- 
zens are procured through this Agency. 

A pamphlet of information concerning the proper course to 
be pursued in obtaining Patents, the requirements of the 
Patent Office, etc., may be had gratis upon application atthe 
Principal Office, oreitherof the Branches. They also furnish 
a Circular ofinformation abou t Foreign Patents. 7 

During the last sixteen years the business of procuring 
Paten ts for new inventionsin the United States, andallforeiyn 
countries has been conducted by Messrs. MU? & CO.,in 
connection with the publication of the SCIENTIFIC AMER- 
ICAN: and, asan evidence of the confidencere posedin them 
by the inventors throughout the country, we would state that 
we have acted as agents for more than FIFTEEN THOU- 
SAND Inventors! In fact, they have become identified with 
the whole brotherhood of Inventors and Patentees,at home 
andabroad. We would state that we never had a moreefii- 
cient corps of Draftsmen and Specification Writers than are 
employed at present in our extensive Offices, and we are pre- 
pared to attend to Patent business of all kinds, in the quickest 
time and on the most liberal terms. 

Communications and remittances should be addressed to 
; UNN & CO 





Publishers, No. 37 Park Row, New York 


TREASURER’S Orrick, ALBANY, July 19, 1862, 


IGHTEENTH SEMI-ANNUAL DIVIDEND— 

The Directors of this Company have declared a Semi- 
annual Dividend of Three per cent, on the Capital Stock 
thereof,—free of the United States Income Tax, which 
will also be paid by the Company—payable on the 20th 
day of August next, upon stock registered at New York 
Boston and Albany, and on the 20th day of September 
next upon stock registered at London, 

Stockholders whose stock is registered at New York 
will receive their Dividends at the office of DUNCAN 
SHERMAN & CO.; those whose stock is registered at 
Boston, at the office of J. E. THAYER & BROTHER: 
those whose stock is registered at Albany, at the AL, 
BANY CITY BANK;; those whose stock is registered 
at London, at the UNION BANK OF LONDON, the 
latter at the rate of 4s. 1d. to the dollar, 

The Transfer Books will be closed at the close of busi- 
ness on Thursday, the 31st day of July inst., and: will be 
re-opened at New York, Albany and Boston on the mor- 
ning of Saturday, the 23d day of August next. 

8t30 JOHN V. L. PRUYN, Treasurer. 


SWITCH LOCKS, 
CAR PADLOCKS, 


BAGGAGE CHECKS. 


(In ordering Locks, send key by mail to have Locks to match.) 


WILLIAMS & PAGE, 
RAILROAD SUPPLIES, 
67 WATER ST., BOSTON. 


CUMBERLAND COAL. 


THE BORDEN MINING COMPANY 


A™ now prepared to fill orders and to make contracts 
for the season of 1862, for CUMBERLAND 
COAL, DELIVERABLE ON BOARD VESSEL AT 
Baltimore, Md., Alexandria, Va., or George- 
town, D.C. Purchasers may rely upon the Coal 
proving equal in quality to that heretofore furnished. 

The Company also have the pleasure of announcing 
that they have completed, after two years’ labor, their shaft 
and propor by their new property in the VALLEY 
OF GEORGE'S CREEK, and are lifting from the very 
heart of the Coal Basin a superior and perfect article of 
BITUMINOUS COAL, remarkably free from impuri- 
ties of every description, and possessing qualities peculi- 
arly adapting it to Locomotive use, and to generating 
steam under all circumstances. This Coal will be known 
in market as **BORDEN’S PIT COAL.” 

Our Railroad friends, and others requiring a superior 
Coal, will find it to their interest to give this a trial befo~e 
contracting elsewhere. 

For prices and other information apply to 


WILLIAM BORDEN. 
Nos. 70 and 71 West st., New York. 


Tue New York Cen?rat Ratiroap Yo 1s02""¢ 
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RENSSELAER 
POLYTECHNIC INSTITUTE, 
TROY, N. Y. 


» be ~ thirty-ninth Annuai Session of this Institation for 

instruction in the MatusmaricaL, Puysicar, and 
Narorat Scrences, will commence on Wednesday, Sept. 
17th, 1862. Appropriate quarters, and a full supply of ap- 
paratus, will be provided, so that all the Courses of In- 
struction can be given precisely as heretofore. The new 
buildings for the Institute will be placed on a more com- 
manding site, aud be constructed as soon as possible. 

The AynvuaL Reoisrer, containing full information, can 
be obtained from 


3m27 Prof. Cuartes Drowns, Director. 


NOTICE TO HOLDERS OF 
Construction Bonds of Dubuque & Pacifie R. R. Co. 


| bol accordance with the order of the District Court 
of Dubuque County, Fowa, you are hereby required 
to present your bonds, on or before the 8th day of October, 
1862, at the office of the Dubuque and Sioux City R. R. Co., 
in Dubuque, for conversion into preferred stock of last 
said company ; otherwise the company will be under no 
.Obligation to convert the same. 
JAMES M. McKINLAY, 

July 12, 1862. Secretary, D. & 8.0. R. R. 


CAR DUCK. 


EAVY 4-PLY FITCHBURG DUCK OF ALL WIDTHS, 
u to 14 inches, PLUSHES, BURLAPS, CAR HEAD 
LININGS. and ali kinds of RAILROAD SUPPLIES, 


For sale by 
WILLIAMS & PAGE, 
67 Water st., Boston. 
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NEW YORE 


EMERY WHEEL COMP'Y, 


MANUFACTURERS OF 


PATENT SOLID 


EMERY WHEELS, 


BLOCKS, HONES, ETC., 


For Cutting, Grinding and Sharpening Purposes. 
—ALSO— 


Vanderbilt's PATENT EMERY BELTING 
FOR POLISHING METALS, ETC. 


For circular pamphlet containing description, pricelist 
and testimonials, address 


NEW YORK EMERY WHEEL COMP’Y, 


No. 116 Nassau st., New York. 


MERRITT & EMERSON, 


No. 64 COURTLANDT S8T., 
NEW YORK, 


DEALERS IN 


RAITLROAD 
SUPPLIES 





ENGINEERS’ STORES. 
MANUFACTURERS OF 


BOLTS, NUTS AND WASHERS, 
LAG SCREWS, TURNBUCKLES, ETO., ETC. 


TELEGRAPH MATERIALS. 
PLAIN AND GALVANIZED WIRE INSULATORS. 


INSTRUMENTS, BATTERIES, ETC., ETC. 


he A complete stock of Railroad and Telegraph 
Supplies and Engineers’ Tools constantly on hand, 


PROSSER’S PATENT 


LAP-WELDED 


IRON BOILER TUBES, 


VERY article necessary to DRILL the TUBE-PLATES 
-4 and to SET the TUBES 
Tube hel Steel Wire and Whalebone BRUSHES. 
ARTESLAN OLL AND SALT WELL-TUBING. 
LAP-WELDED STEEL BOILER TUBES. 
GLASS ENAMELED IRON WATER PIPE. 


> 


WROUSHT IRON GAS AND STEAM PIPE, 

WROUGHT IRON HOT WATER APPARATUS, 
Warming Horticultural Buildings. 

VENTILATING do. for Dwelling Houses, ete. 

HOT WATER GAS STOVES, tor Plant Windows Piazza 
Greenhouses, Offices, etc. 


EKRUPPRP’s 


CAST STEEL 


RAILWAY AXLES & TIRES. 
Steel for Rolls, Dies, Tools, Cannon, etc., etc. 


THOMAS PROSSER & SON, 
28 Platt st., N. ¥. 


QUARTZ MILLS 


OF THE MOST APPROVED KIND 

Area eee BY BURDON, HU BBARD & 

» 102 Front st., Brooxityn, N.Y. Also Agents 

and manufacturers of the RUSS PATENT PREMIUM 

AMALGAMATORS, the best and simplest in use for saving 
both fime and coarse gold. 


SUPTEHE RIO nr 


OAK-TANNED, STRETCHED AND RIVETED 


LEATHER BELTING, 


MANUFACTURED BY 


PHILIP F. PASQUAY,} 
DOUBLE BELTS TWICE THE PRICE OF SINGLE 


Best Lace Leather and Stee] Hooks for round Belts always on hand. 


SS In comparing my List of Prices with others, it will be 





for 








25 Spruce st., 
N 





IMPORTANT 


RAILROAD COMPANIES, 


THE ATTENTION OF 


RAILROAD MANAGERS 


Ts called re po to the Machines manufactured especially 
for the use of Railroad Companies by tue proprietors of the 


ALBANY: AGRICULTURAL WORKS, | 


CONSISTING OF 


EMERY’S PATENT 
Railway Horse Power, 


Made changeable for both right and left hand work, also 
with changeable degrees of forces and motions of the driving 
Pullies without changing the Speed and Labor of the Horses, 
thereby adapeing | them to the different uses required, as Saw- 
ing Wood, Pumping Water, Driving Elevators and Machine 
Shops, Foundries, etc. The Power is also adjusta!le to any 
degree of wear or use, 80 as to always insure its working with 
its greatest efficiency. All the ik chains in these Powers 
are made of the best MALLEABLE IRON which gives to 
them triple the strength and dur vette of Grey Iron which 
last is universally used by all other Railway Horse Power 
Manufacturers—thereby at the same time lessening the weight 
of these several hundred pounds, making them less cumbrous 
for handling and transportation. 


W00D SAWING MILLS. 


These Sawing Mills are made upon the most approved and 
convenient plansin use, Having a heavy plate fly-whee! fixed 
to the Mandrill with a Ratchet or catch walled forthe driving 
band on the outside of the fly-wheel—the journal bearings are 
fitted with Babbet Metal—the wood carriage traverses on iron 
ways and gibbs—a 24 or 26 inch Saw is fitted, filed and set in 
working order and the plates warranted. When desired, a 14 
inch saw is fitted, also a tabie for the purpose of slitting 
boards, ete., for fencing and carpenter work. 

The whole together forming one of the most complete and 
desirable sets of mac hines for their purposes. They are already 
in very general use on nearly all the principal Railroads.in this 
country. 





PRICE, ONE HORSE POWER: ~1000- re 00 
tc Pry Se | ies EO ee 120.00 
bd SAW MILLE, 24in. Saw....-...... 37,00 


5.00 


PUMPING ENGINES 


Of different kinds for Raising Water for Railroad tanks and 


SETT BANDS and EXTRAS ... 


other purposes, can be furnished on demand with Reciprocating 
or Rotary Pumps—fitted to be operated by thesée Horsé Power 
and the best ads apted for Railroad and Mining purposes. One 

of the SEVENTY-FIVE DOLLAR PUMPING ENGINES 


when driven by the TWO HORSE POWER t has &@ capacity 
equal to any Four or Five Horse Power Steam Engine and 
Pumping Machine for the same purposes. 





THRESHING MACHINES 


Of the most approved kinds, for oneand two horses and with 
simply Separators, or with Complete Cleaners which fit the 
grain for marketin one and the same operations. and of the 
most approved construction. 

bey are very extensively introduced into all the grain- 

growing sections of this country and the world. They are 
9 ially ads apted to the force of the above Horse kowers and 

can be driven by Steam or Water power with equal advantage. 
They will be farnished on the most | liberal terms and warranty. 

Liberal discounts made to Ratcroap Companies from the 
ahove prices, and agents solicited for the sale of their manu- 
factures. 

For further partiowars 8 seo the new Illustrated and tng 
Catalogue of the ALBANY AGRICULTURAL WORK 


furnished gratis ou a eaticb to:the proprietors. 


EMERY BROTHERS, 
No. 62 & -64 State st., 





necessary to compare also the quality of Belting. 3m28 


COTTON WASTE 


OF DIFFERENT QUALITIES, 
FOR MACHINERY AND 
RAILROAD USE 


‘CONSTANTLY ON HAND. 


K..-EGAN & CO:, 
19 Burling Slip, N. Y. 


BOARDMAN’S 
Patent Steam - Boilers 


Sta over 30 per cent. 01 the fuel required for flue or plain 
cylinder boilers, while the A pave oe the adyantages of 
trength, Roneaens and simpli med f of ‘construction, con- 

venlenes and safety in use, cla 
circular. 
No, & 





for or either ‘Send for a 
oa Mieedway 'N. Y. 


CAR AXLE WORKS. 














A. & P. ROBERTS, 
PENCOYD IRON WORKS, 
Orrice No. 410 Waunur Srreer, 


PHILADELPHIA. 
Rolled or Hammered Car Axles, Bar Iron 
and Forgings. 





A. WHITNEY & SONS 


CAR WHEEL WORKS, 
Callowhill & Sixteenth Sts., 
PHILADELPHIA, PENN., 


FURNISH 


CHILLED WHEELS, 


FOR CARS, TRUCKS, and TENDERS, 
CHILLED 
Driving Wheels and Tires 
FOR LOCOMOTIVES. 
ROLLED AND HAMMERED AXLES. 


WHEELS and AXLES, 
FITTED COMPLETE. 


G. G. LOBDELL. H, 8. McCOMBS, D. P. BUSH 


BUSH & LOBDELL, 
WILMINGTON, DELAWARE, 


MANUFACTURERS OF 


CHILLED WHEELS 
TIRES, 


FOR RAILROAD. CARS 


AND 


Locomotive Engines, 


ARE PREPARED TO EXECUTE PROMPTLY 
ORDERS T0 ANY EXTENT FOR THEIR 


CELEBRATED WHEELS, 
EITHER SINGLE OR DOUBLE PLATE, 


WITH OR WITHOUT AXLES, - 


WHEELS FITTED 
To HAMMERED or ROLLED AXLES, 


“IN THE BEST MANNER, AT THE SHORTEST NOTICE, 








ALBANY, N. Y. 


AND ON THE MOST REASONABLE TERMS. 
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“THE ROGHRS 
Locomotive & Machine 
WORKS, 


SUCCESSORS TO 


ROGERS, KETCHUM & GROSVENOR, 
PATERSON, N. J., 


AVING extensive facilities, are now prepared to furnish 
promptly of the best and most approved description, either 


COAL orn WOOD BURNING 


LOCOMOTIVE ENGINES 


AND OTHER VARIETIES OF 


RAILROAD MACHINERY. 
J. 8 ROGERS, Pres’t, ? 
WM. 8. HUDSON, Sup't,5 Paterson, N. J. 
M. K. JESUP, Vice Pres’t. 
L. P. STARR, Secr’y and Treas’r. 
44 Exchange Place, New York. 





THE 
TAUNTON LOCOMOTIVE 
MANUFACTURING COMPANY, 
TAUNTON, MASS., 


HAnNs large facilities, and having had a long experience 
in the business, are prepared to furnish 


LOCOMOTIVES, 


EITHER FOR BURNING WOOD OR COAL, 
OF THE MOST APPROVED CONSTRUCTION, 


ALSO ALL KINDS OF 


RAILROAD MACHINERY, 
STATIONARY ENGINES AND BOILERS, 
SUGAR MILLS, SHAFTING, ETC. 


HARRISON TWEED, 
Agent and Treasurer. 
P. I. PERIN, Sup’t. 


Locomotive Engines. 


DANFORTH, COOK & CO, 


PATERSON, N. J., 
HAYiINe erected an extensive Shop, with the most a 
proved Machinery and Tools, are prepared to execute 


orders for the various classes of Freight and Passenger Loco- 
motive Engines and Tenders, in the best manner and on ihe 
noe Srerenle terms. 

so, Stationary Engines, and the yarious Tools suitable for 
fargtebing Bepatr Sho 8. 

@ business of Machine making, heretofore carried on b 
Charles Danforth & Co., is continued by the present firm, and 
all orders will receive prompt attention. 


RICHARD NORRIS. HENRY LATIMER NORRIS. 


RICHARD NORRIS & SON, 


LOCOMOTIVE STEAM ENGINE 
BUILDERS, 


SEVENTEENTH STREET, ABOVE CALLUWHILL, 


PHILADELPHIA, 


ENGAGED EXCLUSIVELY IN THE MANUFACTURE OF 


LOCOMOTIVES, 
RAILWAY TOOLS AND 
MA CHIN ET RY. 


 AeOragruns to order, Locomotives of any Arrange- 
ment, Weight or Capacit . In Design, Material and 
Workmanship, the Locomotives produced at these Works, are 
equal to and cannot be excelled by any. 


IRVING HOUSE, 
Se - oa STREET, 


ENTRANCE, 45 TWELFTH STRiPT. 
HIS House is now open for the accommodation of 











FAMILIES and TRANSIENT GUESTS, and will | 


conducted upon the EUROPEAN PLAN, 


PROPRIETORS : 


GEO. W. HUNT, 

Late of the Brevoort House, Fifth Avenue, 
CHAS. W. NASH, 

Formerly of the Grea} Republic, 
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LOCOMOTI 
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VG Hamilton, Vice Prest&Eng 
(Kneeland Jr, Treasr 
T SDavis, Supt 





LEMUEL W. SERRELL, 
SOLICITOR OF 


AMERICAN & FOREIGN PATENTS, 
No.121 NASSAU ST., 
NEW YORK. 


VENTILATION. 
HE undersigned has devised and patented the only system 
of VEN'TILATION for Buildings, Vessels, RAIL- 
OAD CARS, ctc., by which spontaneous ventila- 
tion can be effectually carried out; and is willing to dispose of 
the same to parties desirous of purchasing at a reasonable price. 

dress HENRY RU AN, 
oburg, Canada. 


THE GREAT FIRE IN TROY. 
Unparalleled Triumph 
LILLIE’S SAFES! 


The following certificates explain themselves: 
Troy City Bank, May 21, 1862, 

Lewis Liture, Esq.—Dear Sir: I am sure it will give 
you as much pleasure to know as it does me to say, that 
in ths recent fire of the 10th inst., which desolated our 
city and destroyed our Banking-house, the contents of our 
Bank vault, though the building itself was a heap of ruins, 
remained entirely unharmed, This result we attribute 
entirely to the fact that our old Wrought Iron Doors were, 
about two years since, exchanged for a set of your cele- 
brated Chilled and Wrought Iron Doors and Frames, 
With the old doors, not a book or paper in the Vault 
could have been saved ; as it is, nothing in it was even 
damaged, though exposed to the most intense heat, 

Yours, respectfully, 8. K. STOW, Cashier. 


Troy, N. Y., May 14, 1862, 
The undersigned, using Lillie’s Chilled and 

Wrought Iron Fire and Burglar Proof 
Safes, at the time of the late disastrous fire in this city, 
would state that our safes were subjected to a severe test 
by fire, the heat varying in intensity, according to the lo- 
cality and surroundings, The time they were exposed to 
the fiery ordeal, unprotected by water, varied from 24 to 72 
hours. We would say that our money, papers, books, etc. 
were well preserved, and the Safes are suitable for further 
use, By comparison with Safes of other manufacture, 
equally exposed, we have no hesitancy in recommending 
Safes of Lillie’s manufacture to the publi¢ on their de- 
monstrated merit ag entitled to unparalleled confidence as 
fire-proofs, 

James Kenyon, 

8. O, Gleason, 

Percy & King, 

McCoy & Beadle, 

oon & Van Valkenburgh, 

8. 8. McClure, 

Ross & Smith, 

Robert Green, 

Not dug out—nothing in them. 








8. Bachelder, 

Gates H. Barnard, 

W. D. Haight, 

Denio & Freiot, 

Walsh, Petit & Anthony, 
})>. H. Snyder, 

Jonathan Seaman. 


, Troy, May 19, 1862, 

The undersigned had one of Lillie’s Wrought and 
Chilled Iron Safes, which went threugh the fire of 
the 10th of May, The Safe was ex d to a severe fire 
for over 24hours. In falling it turned on its face, and 
when turned up to open the doors was red-hot. The back 
of the lower part of the Safe (behind the books) was filled 
with pennies, which,in falling over, pressed against the 
books, and brought them directly in contact with the 
doors, The wrappers on the pennies were mostly good. 
The books were unfit for further use, but the writing on 
them was partially legible and could be copied. 


DUSENBURY & ANTHONY. 





Troy, May 19, 1862. 

This is to certify that we had in our store, in this city, 
‘when it burned, one of Lillie’s Small Safes, whit 
was in the fire, without water on the buil or Safe. 
Most of the valuables were removed before the fire, and 
therefore we were not in haste to get the Safe out of the 
burning ruins. Some of the papers left in the Safe were 
resi ot akee out, but most of them were charred, 


Per G. W. Bazooox, Agent. 
This is to ey. that the undersigned had one of 
Liiure’s Patent Chilled Iron Safes in their store, which 
‘was burned during the late severe fire in this city, and 
we are happy to state, the Safe preserved all its contents 
in first-rate condition. All the papers were legible, and 
the books will do for further use, without even rebinding. 


GRANT, NUTTING & CO. 


The foregoing comprises all the Safes of my manufac. 
ture that were in the fire, and below will be found certifi. 
eates from all the owners of Safes manufactured several 
years since, by World’s Safe Company, who used my 
Patent Chilled Iron Shell, but not my Fire-Proof Cement. 


WORLD'S SAFE COMPANY'S SAFES. 


Troy, May 19, 1862. 

The undersigned, having Safes manufactured by the 
late World’s Safe Company, and which were subjected to 
the great fire of the 10th inst.,in this city, would state 
that our Safes were e d to a severe heat, being con- 
fined in the burning ruins, unprotected by water, from one 
to three days. On ning the Safes the contents were 
mostly legible, and toa far greater cxtent than coud be 
reasonably expected of any Safe. We concur in the 
opinion that the Safes manufactured by Lewis Lituiz, 
which were subjected to the fire for a longer time and pre- 
served their contents, are superior and powerful protectors 
against fire, and by this test we are prepared to recom- 
mend them as such to public patronage, 


L Bennett, Silliman, Matthews & Co., 
Flood & Dunham, E. L. Mallory, 
Jobn Hutchinson E. H. Virgil, 

Sup’t National Express Co. 

The undersigned, having Safes manufactured by the late 
World’s Safe Company, and which were subjected to the great 
fire in this city, would state, that on opening our Safes the 
contents were mostly legible. We concur in the opinion that 
the Safes manufactured by Lewis LILLi£, which were sub- 
jected to the fire for a longer time and _ preserved their con- 
tents, — Le eee and pores apy oes fire, and 
we are y to recommend them to public patronage. 

* W. & LE. GURLEY, 


a8 . DRAKE, 
LEONARD SMITH, 
H. E. & W. ALENDORPH, Absent. 


‘ _. Troy, May 19, 1862. 
To whom it may concern: We wou'd certify that when the 
recent fire broke out in this city, we took out from our Safe 
(which was made by World’s Safe Company) all our books, 
apers, etc., and then left it to the flames without shutting 
he door, and the Safe will do for further use by being re- 
a a Le ey eatt was destroyed by the dvor be- 

ug left open ug e fire. 
F ACKLEY &« CO. 


Troy, May 19, 1862. 
The undersigned, using Safes manufactured by the World's 

Safe Company, at the time of the late disastrous fire on the 
10th instant, in this city, would state that our Safes were filled 
with fire-brick for the fire-proof, and while several of this 
class preserved their contents, ours were considerably charred, 
and only . partlegible. In justice to Mr. Lewis LILLi8, we 
are pleased to state that Safes of his manufacture proved to 
be powerful protectors against fire. and have preserved their 
contents, after having been exposed to the fiery ordeal, unpre- 
tected by water from one to three days. 

Stephen Holton, 

Bennett, Strickland & Fellows, 

Corloss & House, 


Luther Greenman, 
% W. Johnson, 


. H. Goodsell. 


Troy, N. Y¥., May 17, 1802. 
Lewis Litt1e—Dear Sir: We were using at the time of the 
late severe fire of 10th inst.,a Safe purchased in 1852 of the 
late World’s Safe Company. The contents were considerably 
charred, but our Ledger is mostly legible, and we are able 
copy it. 
‘he Safe was subjected to a severe heat for over eichteen 


hours, and we are satisfied that if water had been thrown on 


the ruins, as is ordinarily the case, the contents would have 
come out uninjured. You will please repair our Safe, placing 
init the improvements embraced in Safes of your manulac- 


ture, and oblige SHELDON & GREENE. 


N.B.—The above Safo is believed to haye damaged the con- 
tents more than any of those named in this circular. 


There were only seven Sheet Iron Safes, made by Herring 
and others, outside of the railroad depot, that were exposed to 
the fire, four of which were entirely burnt out; the fifth was 
saved by being early cooled off by water; the remaining two 


were not severely tested. LEWIS LILLIE. 


H. R. HUBBELL, Agent, 
No. 198 Broadway, New York, 


—, G. SELLEW, 


MANUFACTURER OF 


Desks and Office Furniture, 
WAREROOM$ No. 107 FULTON ST., 


Near Nassau, N. Y 


So” LIBRARY FURNITURE made to order 








